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HONORARY MEMBERS 

DATE OF 
ADMISSION 

Biimbnt, R. B. C. Apr. 18, 1888 

St. Paul, Minn. 

Caulpibld, John July 14, 1887 

Mgr. Bismarck Water Supply Co., Bismarck, N. D. 

Holman, M. L. Mch. 29, 1881 

721 Olive St., St. Louis, Mo. 

LhConte, L. J. July 26, 1886 

C. & Cons. Engr., 2501 Piedmont Ave., Berkeley, Cal. 

Nakajima, Y. July 14, 1887 

Imperial University, Tokyo, Japan. 
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Abbott, C. E. June 5, 1916 

Mgr. Water Works, Tuscaloosa. Ala. 

Abbott, G. H. May 17, 1912 

Treas. & Supt. Southbridge Water Supply Co., 
Southbridge, Mass. 

Aombman, J. Walter Feb. 7, 1910 

Supt. Water Board, Auburn, N. Y. 

Adams, Alton D. Aug. 30, 1912 

6 Walnut St., Framingham, Mass. 

Adams, F. P. Apr. 16, 1919 

City Eng., Chatham, Ont. 

Adams, Hhnby Apr. 27, 1914 

Cons. Engr., 1263-69 Calvert Bldg., Baltimore, Md. 

Abbyns, Albert Nelson, C.E. Jan. 18, 1915 

716 Greenwood Ave., Brooklyn, N. Y. 

Ahbarn, John T. June 9, 1909 

1903 Adelicia St., Nashville, Tenn. 

Aldrich, A. C. Apr. 24, 1916 

Supt. of Sts., Rm. 3, City Hall, Beardstown, 111. 

22 



AMEBICAN WATER WORKS ASSOCIATION 



Alexander, Mongomery 

Chem. & Bact., 1224 Washington St., Wilmington, 
Del. 

Allen, Hugh L. 

Supt. Water & Light Com., Greenville, N. C. 

Allen, William John 

Ch. Engr. &Bact., 329 Cory Ave., Waukegan, 111. 

Allin, T. D., C.E. 

Allin Bros., 215-17 Kendall Bldg., Pasadena, Cal. 

Allison, James E. 

300 Security Bldg., St. Louis, Mo. 

Alvord, John W. 

Cons. Engr., 1417-18 Hartford Bldg., Chicago, 111. 

Ames, Clarence F. 

Supt. Water Works, Norwich, N. Y. 
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Natl. Bd. Fire Underwriters, 76 William St., 
New York, N. Y. 
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Chmn. Bd. Water Comrs., 117 E. 7th St., Beards- 
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Angus, Robert W. 

Prof, of Mech. Engrg., Univ. of Toronto, Toronto, 
Can. 

Anthony, Chas. 

Genl. Mgr. Water Co., Cassilla Correo 149, Bahia 
Blanca, Argentine Republic, S. A. 
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Pr. Asst. G. S. Williams Cons. Engr., Cornwell Building 
Ann Arbor, Mich. 

Atres, Thomas H. June 20, 1913 

905 Sherman Ave., South Bend, Ind. 

Babbitt, Harold E. Jan. 14, 1915 

204 Engineering Hall, Urbana, 111. 
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Supt. Water Works, East Rochester, N. Y. 

Bachman, Frank Feb. 4, 1915 

104 Winchester Hall, Yale University, New Haven, Conn. 
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Supt. City Water Dept., Raleigh, N. C. 

Bair, Maurice Z., C. E. Apr. 15, 1915 

State Board of Health, Capitol BIdg., Little Rock, Ark. 

Baker, M. N. June 24, 1908 

Assoc. Editor Engineering Newt-Record, 10th Ave. 
at 36th St., New York, N. Y. 

Baldwin, Fred N. May 10, 1916 

Sup* . Water Works, Flint, Mich. 

Baldwin, Hbnrt deForbst Apr. 27, 1910 

Prest. Queens Co. Water Co., 49 Wall St., New 
York, N. Y. 



AMERICAN WATER WORKS ASSOCIATION 25 

Baldwin, Herbert B. Mch. 27, 1919 
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Cons. Hyd. & San. Engr., 1120 Tremont Bldg., 
Boston, Mass. 

Barclay, W. E. May 13, 1918 

Supt. Dept. Water and Elect., Aurora, 111. 

Bardwell, R. C. Nov. 3, 1914 

Chemist, Mo. Pac. Ry. Co., 627 Midland Bldg., 
Kansas City, Mo. 

Barlow, J. E. May 13, 1915 

C. & Hyd.Engr., City Mgr., City Hall, Dayton, Ohio. 

Barnes, T. Howard, Dec. 14, 1914 

Cons. Engr., 1608 Whitehall Bldg., New York, N. Y. 

Barnhard. P. Oct. 19, 1914 

Mgr. Mt. Carmel Pub. Util. Co., Mt. Carmel., 111. 
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Con. Chem., U. P. R. R. Co. & 0. S. L. R. R. Co., 
Omaha, Neb. 
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Supt. Water Works, City & Co. Bldg., Salt Lake 
City, Utah. 
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Natrona Water Co., 1000 Widener Bldg., Philadel- 
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Urbana, 111. 
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1819 University Ave., Madison, Wis. 
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429 Union St., Minneapolis, Minn. 

Bassxtt, Carrol P., C.E. Oct. 24, 1909 

Treas. Commonwealth Water & Lt. Co., Sum- 
mit, N. J. 

Babsbtt, George B., C.E. Apr. 12, 1909 

691 W. Ferry St., Buffalo, N. Y. 

Batchelder, George W. May 25, 1914 

Water Comnr., 19 City Hall, Worcester, Mass. 

Baton, Warren U. C. Apr. 9, 1909 

Chief Analyst, 528 South Lang Ave., Pittsburgh, Pa. 
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Supt. Water Works, North Tonowanda, N. Y. 

Batjereisen, R. J., M.E. Aug. 9, 1915 

C. P. Brant & Co., 710 Marquette Bldg., Chicago, 111. 

Batlis, John R. Oct. 2, 1915 

Chem., Baltimore Filt. Plant, 3402 Harford Ave., 
Baltimore, Md. 

Bean, George L., C.E. Dec. 29, 1913 

1729 N. 19th St., Philadelphia, Pa. 

Beardsley, Joseph C. Apr. 15, 1909 

P. O. Box 237, Cleveland, Ohio. 

Beck, F. E. May 20, 1915 

Chf. Engr., Consolidated Water Co., Utica, N. Y. 

Bedell, James May 12, 1908 

Supt. Water Works, 10 CrotonAve.,Ossining, N.Y. 

Beiter, G. C. May 9, 1916 

Water Supt., Carroll, Iowa. 

Bell, David V. May 14, 1909 

Supt. Water Co., U. P. R. R. Co., 325 N. 
Front St., Rock Springs, Wyo. 
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City Hall Square Bldg., Chicago, 111. 

Benham, Webster L., Cons. Engr. June 9, 1919 

Jonnson & Benham, 8th Floor, Firestone Bldg., 
Kansas City, Mo. 

Bennett, A. N., Asst. Prof. Jan. 31, 1917 

Military Science and Tactics, State Agr. College of 
Col., Ft. Collins, Col. 

Bennett, C. G., M.E. Mch. 11, 1915 

State Pub. Util. Comn., Springfield, 111. 

Bennett, Charles Apr. 4, 1919 

Logan Water Works, Logan, W. Va. 

Bbnzbnbbrq, G. H. Apr. 18, 1888 

Cons. Engr., (Retired), 1018 Wells Bldg., 
Milwaukee, Wis. 

Bergan, Patrick H. Apr. 22, 1914 

Supt. Works, Mount Union, Pa. 

Bernhagen, Lewis O. Mch. 6, 1917 

Box 372, Petersburg, Va. 

Berry, Fred D. Mch. 20, 1918 

Secty. Bd. Water Comrs., Hartford, Conn. 

Bbtteb, Charles R. June 18, 1901 

Chf. Engr. Queen Co. Water Wks., Far Rockaway, 
L. I., N. Y. 
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Bbtkr, Albin H., C.E. June 17, 191ft 

Assoc, in Civ. Eng., Columbia University, New 
York, N. Y. 

Bhagwat, Shanker Ramchandra, L.C.E. Apr. 10, 1919 

c/o Union Agency, Prag Mahal, Bombay No. 2, India. 

Biggs, George W., Jr. June 2, 191ft 

CM. Engr. Amer. Water Wks. & Elect. Co., 50 
Broad St., New York, N. Y. 

Bibdsall, Lewis I. June 24, 191* 

Supt. of Filt., Minneapolis, Minn. 

Birkinbinb, Carl P. June 2, 1914 

Hyd. Engr., Parkway Bldg., Philadelphia, Pa. 

Bishop, Wesley Mch. 29, 191ft 

Genl. Supt., Township of Chester Water Dept., 
Moorestown, N. J. 

Bishop, William May 29, 1908 

Doylestown, Bucks Co., Pa. 

Black, Ernest B., Cons. Engr. June 24, 1913 

Inter-State Building, Kansas City, Mo. 

Black, Gurdon G., Feb. 13, 1915 

3640 Washington Ave., St. Louis, Mo. 

Blair, McCrea Parker Apr. 29, 1910 

17 Dundurn Place, Winnipeg, Manitoba. 

Blake, C H. M. July 10, 190ft 

Calle de la Reforma, 717 Gaudalajara, Mex. 

Blakeman, S. It. Nov. 13, 1914 

Supt. Water & Lt. Dept., Dyersburg, Tenn. 

Blanchard, R. K., M.E. June 10, 1919 

Chf. Engr. Neptune Meter Co., 50 East 42nd St., 
New York, N. Y. 

Bleistein, Bernard J. Apr. 26, 191& 

Asst. Engr., Dept. W. S. G. & E. of N. Y. City, 240 
Jamaica Ave., Long Island City, N. Y. 

Blivbm, Charles H. May 12, 1914 

Supt. Norfolk Co. Water Co., Norfolk, Va. 

Bliven, George H. May 26, 1909 

Supt. R. & L. O. Wtr. Co., 440 Powers Bldg., 
Rochester, N. Y. 

Blomquist, H. F. Mch. 31, 1917 

Prin. Asst. Engr., Bureau of Water, St. Paul, Minn. 

Blossom, Francis Apr. 9, 1906 

Engr., 52 William St., New York, N. Y. 
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426 Walnut St., Philadelphia, Pa. 
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1214 Louden Ave., Cincinnati, Ohio. 
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Cons. Engr., 29 Broadway, New York, N. Y. 
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Supt. Water Works, Milwaukee, Wis. 
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City Engineer, Richmond, Va. 

Booker, Warren H. July 21, 1911 

c/o Sanitary Engineering Co., Charlotte, N. C. 

Booth, L. M. May 12, 1914 

Prest. Booth Chemical Co., P. O. Box 203, Elizabeth, 
N.J. 

Booth, William Miller Apr. 15, 1909 

Chemist, 312 First Trust & Dep. Bk. Bldg., Syra- 
cuse, N. Y. 

Borden, Moro M. June 5, 1912 

310 Lees Ave., Collingswood, N. J. 

Boutblle, George K. May 12, 1908 

Treas. Kennebec Water Dist., Water ville, Me. 

Bowkbr, Charles L. Mch. 31, 1909 

Supt. Brunswick & Topsham Water Dist., Bruns- 
wick, Me. 
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c /o Wallace & Tiernan, 349 Broadway, New York, 

N. Y. 

Botd, M. M. May 8, 1917 

Supt. Water Works, Spartanburg, S. C. 

Boyle, Edward Charles Apr. 12, 1916 

c/o Roberts Filter Mfg. Co., Darby, Pa. 

Bradbury, Edward Gatling July 16, 1919 

Civ. Hyd. & San. Engr., 104 N. 3rd St., Columbus, O. 

Bradley, Edgar Joseph Oct. 6, 1912 

Res. Engr., Millbrook Water Works, Millbrook, S. 
Australia. 

Breitzkb, Charles F. June 7, 1910 

San. Engr., Jersey City Water Wks., Boonton, N. J. 

Brennan, B. C, C.E. Oct. 15, 1913 

Superintendent Water Works, Kenosha, Wis. 



AMBBICAN WATEB W0BK8 ASSOCIATION 29 

Bricker, R. P. Nov. 19, 1915 

Prest. Shelby Water Co., Shelby, Ohio. 
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Prest. Staten Island Water Supply Co., 115 Broad- 
way, New York, N.'Y. 

Brisbin, G. W. Aug. 8, 1919 

Supt. Monroe Water Co., Monroe, Mich. 

Bbitton, Guy, C.E. Dec. 1, 1913 

Simons, Ohio. 

Brooks, Jambs E. May 12, 1914 

Prest. James E. Brooks Co., Supt. Water Dept., 
Glen Ridge, N. J. 

Brooks, John N., B.S. Feb. 24, 1913 

Douglaston, N. Y. 
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apolis, 



Cons. Engr., 1503 Merchants Bk. Bldg., Indian- 
"s, Ind. 



Bbower, Irving C. Aug. 18, 1915 

Major M. & R. D., 12— 9th St., Washington, D. C. 
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San. Eng., West Erie Ave., R. F. D. 2, Lorain, O. 

Brown, C. D. Oct. 16, 1916 

Mgr. Walkerville Water Co., Walkerville, Ontario, Can. 

Brown, Calvin S. Mch. 15, 1882 

The Belvedere, Toledo, Ohio. 
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Valparaiso Univ., Valparaiso, Ind. 

Brown, Horace A., C.E. Mch. 6, 1911 

City Engr. & Supt. Water Wks., Ottumwa, Iowa. 

Brown, Rasselas W. Apr. 3, 1916 

Supt. & Secty. Corry Water Supply Co., Corry, Pa. 

Brown, Robert H. May 12, 1908 

San. Engr., 21 West 127th St., New York, N. Y. 
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City Hall, Bangor, Me. 
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Drawer F, Bartlesville, Okla. 
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Supt. Water Co., Tupper Lake, N. Y. 
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Depty. Ch. Engr., Dept. W. S., G. & E., 
Municipal Bldg., New York, N. Y. 
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Cooper, Robert B. Mch. 11, 1919 

Chem. Water Comn., 36 East Main St., Welland, Ont. 

Cooper, Samuel W. May 11, 1914 

Civ. & Hyd. Engr., Lewistown, Pa. 

Coppock, William June 24, 1913 

Board of Trustees, Council Bluffs, Iowa. 

Corbin, Clement K. May 12, 1908 

Prest. Bergen Aqueduct Co., 243 Washington St., 
Jersey City, N. J. 

Corbin, H. K. Mch. 26, 1914 

Contractor, 30 Church St., New York, N. Y. 

Corin, Magnub F. Apr. 29, 1910 

Chemist, 511 Hansberry St., Germantown, Pa. 

Corr, Andrew S. June 27, 1905 

Inspector, 350 Thomas St., Phillipsburg, N. J. 

Cosculltjela, Juan Antonio Oct. 6, 1913 

Cons. Engr., O'Reilly y Mercaderes, Havana, Cuba. 

Cosgbove, P. R. June 9, 1919 

Supt. Water Works, Gilbert, Minn. 

Cothran, Thomas W., C.E. May 6, 1912 

114 Blake St., Greenwood, S. C. 

CoOT/r, F. H. Oct. 28, 1914 

Cons. Engr., 5112 Raymond Ave., St., Louis, Mo. 
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Coulteb, Waldo S. Nov. 17, 1916 

Cons. Engr., 114 Liberty St., New York, N. Y. 

Cowan, John D. Apr. 10, 1916 

City Water Comnr., Waukon, Iowa. 

Cowan, P. H. June 9, 1919 

Supt. Pub. Util., Gait, Ont. 

Cowles, M. Wabbbn Apr. 7, 1919 

State Dept. Public Health, Springfield, 111. 

Cox, Homes F. May 12, 1914 

Ch. Engr. Scranton Gas & Water Co., 430 Colfax 
Ave., Scranton, Pa. 

Coxb, William G. Feb. 7, 1910 

Water Comnr., 1005 Broome St., Wilmington, Del. 

Cbaio, Robbbt H. May 26, 1919 

San. Engr., 304 Paxtang Ave., Harrisburg, Pa. 

Cbambb, W. S. May 12, 1908 

Chi. Engr., Water Wks. Co., P. O. Box 42, Lexing- 
ton, Ky. 

Cbanb, Abthub M. Apr. 26, 1918 

Mayor, Roselle Park, N. J. 

Cbanb, Jacob L%, Jb. Nov. 16, 1917 

Pr. Asst. Engr., Gannett, Seelye & Fleming, 204 
Locust St., Harrisburg, Pa. 

Cbaven, Jay A. July 2, 1919 

San. Engr., City Hall, Indianapolis, Ind. 

Crawfobd, Homes C. June 6, 1919 

Prest. Centerville Water Co., Cooperstown, Pa. 

Crichton, Andrew B. Jan. 29, 1915 

Secty. & Treas. Portage Water Co., Johnstown, Pa. 

Cbipps, Gbobob E. June 8, 1909 

Supt. Water Works Repair Dept., 18 Eagle St., 
Rochester, N. Y. 

Cboll. Emil A. Sept. 7, 1893 

Supt. Water Wks., Iron Mountain, Mich. 

Crowley, Cornelius M. Oct. 18, 1918 

Water Registrar, St. Paul, Minn. 

Croxbn, C. A. Feb. 2, 1916 

Supt. Taxpayers Municipal Water Works, 105 E. 
Montgomery St., Creston, Iowa. 

Crozier, Ray Feb. 5, 1915 

Engr. & Supt. Peoria Water Wks., Peoria, 111. 

Cuddbback, Allan W. June 7, 1904 

Engr. & Supt. Passaic Water Co., 158 Ellison St., 
Paterson, N. J. 
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Culyer, Thurston C, C.E. June 26, 1910 

Mt. Kisco, N. Y. 

Cummins, Thomas C, M.E. June 10, 1919 

202 East 68th St., New York, N. Y. 

Curban. H. C. May 14, 1914 

Supt. Water Works, Waterford, N. Y. 

Cutts, Francis T. June 15, 1914 

Asst. Water Comnr., 34 East Grand Ave., St. Louis, 
Mo. 

Daggett, Fred W. Jan. 29, 1916 

Supt. Filtn. Plant, Trenton, N. J. 

Daily, Cornelius M. Apr. 4, 1918 

Engr. nlChge. Sup. & Purif. Sect. St. Louis Water 
Dept., St. Louis, Mo. 

Dalltn, F. A., C.E. Feb. 2, 1914 

Prov. San. Engr., Parliament Bldgs., Toronto, Ont. 

Daniels, Francis E. Sept. 2, 1916 

Eng. Div. State Dept. of Health, Harrisburg, Pa. 

Dappert, James W., C.E. Oct. 23, 1914 

Lock Box 141, Taylorville. 111. 

Davidson, George M. Mch. 11, 1915 

Chem. & Engr. of Tests, C. & N. W. Ry. Shops, 
Chicago, 111. 

Davis, Carleton E. Aug. 28, 1912 

Chief, Bureau of Water, Philadelphia, Pa. 

Davis, E. E. May 12, 1908 

Div. Supt., Bureau of Water, Richmond, Va. 

Davis, Frank J. May 15, 1916 

Supt. Ansonia Water Co., 100 Main St., Ansonia, 
Conn. 

Davisson. W. C. Sept. 4, 1911 

V.-Prest. & Treas., W. Va. Water & Electric Co., 
Charleston, W. Va. 

Daw, Lawrence May 9, 1916 

Ch. Engr. Underwriters Assn. of N. Y., 700 Gurney 
Bldg., Syracuse, N. Y. 

Dawson, R. C. June 5, 1916 

Supt. Water Dept., City Hall, Bay City, Mich. 

Day, Leonard A. Mch. 24, 1917 

Mech. Engr., 34 E. Grand Ave., St. Louis, Mo. 

DeBbrard, W. W. June 3, 1912 

Western Ed. Engineering Record, 1570 Old Colony Bldg., 
Chicago, 111. 
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Decker, A. Clinton June 2, 1914 

San. Engr., P. O. Box 790, Birmingham, Ala. 

Dbnman. Arthur R. June 8, 1909 

Bd. Street & Water Comnrs., 790 Broad St., 
Newark, N. J. 

Denman, Charles Sing Dec. 10, 1915 

Genl. Mgr. Des Moines Water Co., Des Moines, 
Iowa. 



Dennett, Robert C. May 15, 1914 

~ d. Engr., Natl. Bd. Fire Und 
raiiam St., New York, N. Y. 



Dessert, Floyd G. Apr. 27, 1910 

Civil & Hyd. Engr., Suite 511-514 Central Bldg., Los 
Angeles, Cal. 

deVarona, I. M. Apr. 27, 1912 

Cons. Engr., 805 St. Nicholas Ave., New York, N. Y. 

Devendorp, Earl May 22, 1919 

Asst. San. Engr. St. Dept. of Health, 1239 Albany 
St., Schenectady, N. Y. 

Dbvinb, William J., C.E. Aug. 18, 1907 

Supt., Ambler Spring Water Co., Ambler, Pa. 

Dignan, B. T. Apr. 10, 1919 

Chem. & Bact., City Water Works, Niagara Falls, N. Y. 

Dill, H. A. May 16, 1900 

Supt. Water Works, Richmond, Ind. 

Dittoe, W. H. Moh. 28, 1914 

Ch. Engr. State Dept. of Health, Columbus, Ohio. 

Divbn, J. M. Apr. 16, 1884 

Secty. Amer. Water Works Assn., 153 W. 71st St., 
New York, N. Y. 

Diven. J. M., Jr., C.E. June 17, 1913 

Amsterdam Ave. at 77th St., New York, N. Y. 

Dixon, Frederic John June 17, 1919 

Chf. Engr. Staffordshire Wtr. Wks., 264 Paradise 
St., Birmingham,lEngland. 

Dockweilbr, John H., C.E. May 12, 1908 

Rooms 624-5 Crocker Bldg., San Francisco, Cal. 

Doman, Joseph May 1, 1917 

San. Engr., Apt. 8,-20 W. 109th St., New York, N. Y. 

Donahue, James P. Apr. 16, 1884 

Colfax, Iowa. 

Donaldson, Wellington Apr. 29, 1910 

Amer. Water Wks. & Elect. Co., 50 Broad St., 
New York, N. Y. 
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Donnelly, Richard V. May 7, 1917 

San. Engr., 515 West 156th St., New York, N. Y. 

Doten, Leonard S. Oct. 19, 1914 

Major Q. M. C. Const. Div. of the Army, Adv. 
Engr. on Sewage, Sanitation and Water Disposal, 
1714 Euclid St. N. W., Washington, D. C. 

Douglas, Rat E. May 31, 1919 

Supt. Water Works, Canandaigua, N. Y. 

Dow, Alex. Aug. 1, 1919 

Comr. of Water, 18 Washington Ave., Detroit, Mich. 

Downeb, John R. July 10, 1906 

Green Brook Park, Bound Brook, N. J. 

Drake, C. St. Clair, M.D. Jan. 11, 1916 

Director State Dept. of Health, Springfield, 111. 

Drake, Chester F. Apr. 27, 1910 

Div. Supt. Pittsburgh Filtn. Plant, Aspinwall, Pa. 

Drake, William O. Apr. 30, 1917 

City Engr., Supt. Pub. Wks., City Hall, Corning, 

Draw, John A. May 12, 1916 

Prest. Castle Heights Water Co., 90 West St., New 
York, N. Y. 

DtraoAN, Thomas R., Ph.D., F.I.C. Deo. 9, 1913 

Chemists Club, 52 E. 41st St., New York, N. Y. 

DuMoulin, W. L. June 18, 1910 

Asst. Genl. Supt. & Supt. Power & Mchy., New 
Cornelia Copper Co., Ajo, Arizona. 

Dunham, H. F. Apr. 16, 1884 

Civil Engineer, 32 West 40th St., New York, N. Y. 

Dunlap, Fred C. May 12, 1908 

Cons. Engr., Oak Lane, Philadelphia, Pa. 

Dttnlap, John H. Apr. 7, 1917 

Assoc. Prof. Hyd. & San. Engrg., State Univ. of Iowa, 
Iowa City, Iowa. 

Dunwoodt, J. H. June 5, 1918 

Chemist, Water Dept., Erie, Pa. 

Durland, Smith N. Jan. 29, 1914 

Cashier Queens Co. Water Co., 15 John St., Far 
Rockaway, N. Y. 

Durst, J. Arthur, M.E. May 15, 1914 

631 Pine St., Philadelphia, Pa. 

Dtjtton, Marshall S. Dec. 20, 1915 

E. St. L. & Interurban Water Co., 513 Missouri Ave., 
East St. Louis, 111. 
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Dwtbe, Cornelius Apr. 11, 1914 

18 Chuctanunda St., Amsterdam, N. Y. 



Earl, George Goodbll July 18, 1007 

Gen. Sup. Sewerage & Water Bd., 502 City Hall 
Annex, New Orleans, La. 

Earl, Ralph June 6, 1916 

Hyd. Engt., c/o Sewerage & Water Board, Water 
Purification Dept., New Orleans, La. 



Easterlinq.R. A. Mch. 20, 1914 

Supt. Elect. Lt. & Water Wks, Union, S. C. 

Eastwood, John Thompson May 29, 1909 

Prin. Asst. Engr. Sewer & Water Bd., City Hall 
Annex, New Orleans, La. 

Edwards, William R. . Apr. 2, 1914 

Asst. Supt. Passaic Water Co., 156 Ellison St., 
Paterson, N. J. 

Eolop, John Henry, C.E. Apr. 5, 1912 

2168— 13th St., Troy, N. Y. 

Ehrhart, C. L. Apr. 30, 1919 

Supt. Water Works, Box 187, Boone, la. 

Eldredgb, Gut Dec. 29, 1912 

Chem. Supt. of Filtn., 920 Fournier St., Ft. Worth, 
Tex. 

Eldridge, H. D. Apr. 14, 1916 

Treas. Princeton Water Wks., Princeton, N. J. 

Elliott, G. A. May 18, 1915 

Chf . Engr. Spring Valley Water Co., 1270 Sacramento 
St., San Francisco, Cal. 

Ellis, George R. July 18, 1907 

11 South LaSalle St., Chicago, 111. 

Ellsworth, Harrt July 18, 1907 

Supt. Water & Lt. Dept., Meadville, Pa. 

Elrod, Henry E. Feb. 28, 1916 

Cons. Engr., Interurban Bldg., Dallas, Tex. 

Ely, Howard M. June 8, 1909 

Supt. Water Co., Danville, 111. 

Emerson, C. A., Jr. May 12, 1909 

Ch. Engr., Pa. State Dept. of Health, 
Harrisburg, Pa. 

Engel, P. N. June 12, 1919 

Chemist, 38 South Dearborn St., Chicago, 111. 

Engbr, M. L. Mch. 11, 1915 

Prof. Mechanics & Hydraulics, Univ. of 111., Urbana, 111. 
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Engh, Harry Marius Mch. 25, 1916 

Civil & Appraisal Engr., American Appraisal Co., 
Milwaukee, Wis. 

England, R. G., C.E. Sept. 2, 1914 

Fargo Engineering Co., 304 Commonwealth Bldg., 
Jackson, Mich. 

Eno, F. H., C.E. Dec. 2, 1913 

Ohio State Univ., Columbus, Ohio. 

Enslow, Linn Harrison Aug. 16, 1918 

Chemist, in chge. Gatun Filt. Plant, Gatun, C. Z. 

Etnyre, S. L. May 10, 1915 

Supt. Water Works, Council Bluffs, la. 

Etzel, George C. June 5, 1916 

Analyst, 1101— 12th Ave., Rock Island, 111. 

Everett, Chester M. May 10, 1915 

of Hazen, Whipple & Fuller, 30 E. 42d St., New 
York, N. Y. 

Everbtte, Willis Eugene, M.D. Dec. 29, 1913 

Cons. Techn., 3512 S. Eleventh St., Tacoma, Wash. 

Evinger, M. I. Jan. 31, 1910 

Cons. Civ. & San., 1245— 39th St., Des Moines, Iowa. 

Ewing, James Nov. 5, 1913 

Hunter Dist. Water Sup. & Sew. Bd., Newcastle, 
N. S. W., Australia. 

Etmbr, Herman H. June 4, 1912 

City Engineer, Saginaw, Mich. 

Fairchild, W. H. June 9, 1919 

Mgr. Pub. Util., Gait, Ont. 

Fallbr, C. May 8, 1909 

Supt. Carlisle Gas & Water Co., Carlisle, Penn. 

Farnsworth, S. A. June 24, 1918 

Comnr. of Finance, City Hall, St. Paul, Minn. 

Feeney, A. J. Apr. 30, 1919 

Asst. Engr. & Supt. Water Dept., Wilmington, Del. 

Feist, Martin May 13, 1919 

Supt. Mech. Eqpmnt., St. Paul Water Works, Glad- 
stone, Minn. 

Felix, George H. Sept. 7, 1893 

138 N. Ninth Street, Reading, Pa. 

Fellows, C. L. June 7, 1904 

Water Wks. Engr., 39 Lowther Ave., Toronto, Can. 

Fbrbbbb, James L. Sept. 2, 1914 

c/o Sew. Comn., City Hall, Milwaukee, Wis. 
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Ferguson, Harry Foster Nov. 9, 1911 

Asst. Eng. State Dept. of Health, Springfield, 111. 

Ferguson, S. F. Dec. 5, 1914 

Cons. Engr., 112 E. 19th St., New York, N. Y. 

Figini, Angel, C.E. July 11, 1919 

Riva Davia, 620, Buenos Aires, A. R. 

Filbert, William D. Apr. 27, 1910 

Womelsdorf Consol. Water Co., Womelsdorf, Pa. 

Finkle, F. C. Apr. 27, 1910 

Cons. Hyd. Engr., 449 I. W. Hellman Bldg., Los 
Angeles, Cal. 

Finlet, Charles A. Apr. 27, 1910 

Mng. Engr. Bureau of Water, Pittsburg, Pa. 

Fischer, Charles H. June 27, 1914 

Fire Protection Engr., 2844 Hudson Blvd., Jersey 
City, N. J. 

Fischer, Walter A. July 14, 1919 

Adv. Engr. Wtr. Supt. & Fire Pctn. War Dept., 
1337 Q St. N. W., Washington, D. C. 

Fisher, E. A. June 4, 1912 

Cons. Engr., Rochester, N. Y. 

Fisher, E. P. May 14, 1915 

Supt. London Water Wks. Co., London, Ohio. 

Fibhbr, L. A. Jan. 27, 1914 

P. O. Box 198, Concord, N. C. 

Fithian, Frank S. Feb. 2, 1916 

Ch. Clerk Water Dept., City Hall, Camden, N. J. 

Flaa, Ingwald E. May 14, 1915 

Asst. Engr. Spring Valley Water Co., 375 Sutter 
St., San Francisco, Cal. 

Flad, Edward July 23, 1916 

c/o Pub. Serv. Comn., Jefferson City, Mo. 

Flanagan, John C. June 24, 1913 

Secty. Bd. of Water Comnrs., St. Paul, Minn. 

Fleming, Virgil R. Apr. 14, 1915 

204 Lab. App. Mech., Urbana, 111. 

Flinn, Alfred Douglas Mch. 1, 1916 

Secty. United Eng. Soc, Room 1617 Eng. Soc. 
Bldg., New York, N. Y. 

Foersterling, Dr. Hans June 12, 1916 

The Abor Farm, Jamesburg, N. J. 
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Folwbll, A. Prescott July 10, 1906 

Ed. Municipal Journal and Public Works, 243 West 
39th St., New York, N.Y. 

Forristel, F. E. June 9, 1919 

Supt. Water Works, Eveleth, Minn. 

Foss, W. E. July 10, 1906 

Ch. Engr. Metropolitan Water Wks., 1 Ashburton 
Place, Boston, Mass. 

Foster, Charles June 9, 1919 

Supt. Water & Light Dept., Hibbing, Minn. 

Foushee, J. G. Apr. 30, 1917 

Comnr. of Pub. Works, Greensboro, N. C. 

Fowler, Arthur G. Apr. 27, 1910 

Supt. Water Works, R. F. D. No. 3, Cumberland, 
Md. 

Fowler, Edward A. Apr. 27, 1910 

Asst. Engr. 207 Sew. & Water Bd. Bldg., New 
Orleans, La. 

Fox, Charles L. June 4, 1912 

Asst. Supt. Penna. Water Co., 712 South Ave., Wil- 
kinsburg, Pa. 

Francis, Walter J. Apr. 4, 1916 

Cons. Engr., 260 St. James St., Montreal, Can. 

Frank, Fred W. July 18, 1907 

Secty. & Mgr., Water Wks., Brantford, Ont., Can. 

Fredrick, W. Datton May 12, 1914 

Bridgeton Water Works, Bridgeton, N. J. 

Frbiling, Henry J. May 12, 1914 

Asst. Supt. Water Works, Hannibal, Mo. 

French, D. W. May 29, 1895 

Supt. Hackensack Water Co., P.O. Box 98, Wee- 
hawken, N. J. 

French, Dudley K. Feb. 25, 1914 

Chem., Dearborn Chemical Co., 2005 McCormick 
Bldg., Chicago, 111. 

French, E. V., M.E. July 10, 1906 

Vice-Prest. & Engr. Arkwright Mutual Fire Ins. Co., 
31 Milk St., Boston, Mass. 

Fritze, L. A. Jan. 15, 1916 

907 Bigelow St., Peoria, 111. 

Fubrtes, James H. July 10, 1906 

Cons. Engr., 140 Nassau St., New York, N. Y. 

Fuller, Frank L., C.E. July 10, 1906 

Wellesley Hills, Mass. 
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Fuller, George W. June 15, 1898 

170 Broadway, New York, N. Y. 

Fuller, W. A. Oct. 14, 1914 

Cons. Engr., 1415 Chemical Bldg., St. Louis, Mo. 

Furet, John J. Apr. 17, 1919 

Chem. & Bact., Western N. Y. Water Co., Niagara 
Falls, N. Y. 

Gaby, Frederick A. Feb. 8, 1916' 

Ch. Engr., Hydro-Electric Power Co., of Ont., 190 
University Ave., Toronto, Ont., Can. 

Gallagher, H. A. June 8, 1909 

Mgr. Water Co., Independence, Mo. 

Carman, H. 0. May 30, 191* 

Ch. Engr. Ind. Pub. Util. Comn., 2062 N. Meridian 
St., Indianapolis, Ind. 

Gates, H. V. June 7, 1904 

Prest. Hillsboro Power & Invest. Co., Hillsboro, Ore. 

Gaub, John Oct. 13, 191» 

Health Officer, 67 Valley Road, Montclair, N. J. 

Gavett, Weston Nov. 10, 1914 

Analyst, 312 West Fifth St., Plainfield, N. J. 

Gatnob, Keyeb C. May 7, 1917 

Cons. Engr., 405-6 Frances Building, Sioux City, la. 

Gear, Patrick June 24, 1913. 

Supt. Water Dept., Holyoke, Mass. 

Gblston, W. R. July 8, 1907 

Supt. Water Wks. Com., Quincy, 111. 

Gensheimer, George C. May 22, 1919 

Secty. Comrs. of Water Works, Erie, Pa. 

Georgia, Frederick Raymond May 16, 1919> 

Dept. of Chemistry, Cornell Univ., Ithaca, N. Y. 

Gerber, Winfred D. Apr. 19, 1915 

Civil & San. Engr., 1611 Fargo Ave., Chicago, 111. 

Gettings, M. T. June 8, 1904 

Supt. Water Works, Monroe, Wis. 

Giclas, Eli June 27. 1905 

Ch. Engr., Ariz. Lumber & Timber Co. Flagstaff, 
Ariz. 

Gideon, Abraham, C.E. June 8, 1909 

Ch. Engr., Sewer & Water Wks. Constr., Manila, 
P. I. 

Gilchrist, Charles B. May 12, 1914 

Asst. Supt. Water Wks., Newburgh, N. Y. 
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Gillespie, C. G. June 10, 1911 

Ch. Engr., San. Engrg. Dept. State Bd. Health, C. 
E. Bldg., Berkeley, Cal. 

Gilman, Charles Edward June 4, 1912 

Cons. Hyd. Engr., 851 Calmar Ave., Oakland, Cal. 

Gochnauer, Harry W. Nov. 1, 1916 

c/o R. Winthrop Pratt, Cons. Engr., Hippodrome 
Bldg., Cleveland, O. 

Goebel, L. H., C.E. Aug. 1, 1919 

Wl — Wallace & Tiernan Co., 349 Broadway, New 
York, N. Y. 

Goentner, William B. June 8, 1909 

Willow Grove, Pa. 

Goldsmith, Clarence Dec. 27, 1915 

Hyd. Engr., Natl. Bd. Fire Underwriters, 76 William 
St., New York, N. Y. 

Goodell, J. M., H.E. Apr. 27, 1885 

106 Loraine Ave., Upper Montclair, N. J. 

Gore, William May 30, 1916 

Cons. Engr., c/o John ver Mehr Engrg. Co., 154 
Simcoe St., Toronto, Ont. 

Goss, M. N. June 26, 1918 

Comnr. Pub. Wks., City Hall, St. Paul, Minn. 

Goudet, Ray F. Apr. 30, 1918 

San. Engr., 2529 Hilgard Ave., Berkeley, Cal. 

Gould, J. W. DuB. Oct. 16, 1914 

c/o Bonbright & Co., 25 Nassau St., New York, N. Y. 

Graf, August V. June 15, 1916 

Ch. Chem., St. Louis Water Wks., 34 East Grand 
Ave., St. Louis, Mo. 

Graff, Charles W. Nov. 30, 1918 

Supt. Filtration, 706 W. King St., York, Pa. 

Graff, George W. Nov. 27, 1916 

Chemist, 417 W. College Ave., York, Pa. 

Graham, Jambs W. June 4, 1912 

16 Casco St., Portland, Me. 

Grantham, C. M. Jan. 6, 1916 

Supt. Water Dept., Goldsboro, N. C. 

Gray, Percy Nov. 30, 1917 

Mgr. Pumping Plant, Jefferson, la. 

Gray, R. F., C.E. May 26, 1919 

Lusk, Wyo. 
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Grayson, Theodore J. June 23, 1917 

Prest. N. J. Water Serv. Co., 1327 Real Est. Trust 
Bldg., Philadelphia, Pa. 

Greeley, Samuel A. July 18, 1907 

39 W. Adams St., Chicago, 111. 

Green, F. W. Dec. 22, 1915 

Supt. Filtn. & Pumping, Montclair Water Co., Little 
Falls, N. J. 

Green, Frederick May 12, 1914 

Supt. Commonwealth Water & Lt. Co., 47 Moun- 
tain Ave., Summit, N. J. 

Green, George W. Apr. 16, 1919 

Supt. Stamford Township Water Works, Niagara 
Falls, Ont. 

Green, Paul Evans Apr. 14, 1915 

Civil & San. Engr., 17 N. LaSalle St., Chicago, 111. 

Gbbbnalch, Wallace July 18, 1917 

Comnr. Pub. Wks., Albany, N. Y. 

Gregory, John Herbert July 10, 1906 

Cons. Engr. Assoc. Prof. Civ. Eng. The Johns Hop- 
kins Univ., Baltimore, Md. 

Griswold, F. M. July 18, 1907 

Ins. Engr., 56 Cedar St., New York, N. Y. 

Gobblman, Fred. J. June 7, 1897 

47 W. 34th St., New York, N. Y. 

Gushub, Edward G. May 12, 1908 

2d Asst. Engr. Bur. of Water, 2122 N. 28th St., 
Philadelphia, Pa. 

Gwinn, Dow R. Sept. 7, 1893 

Prest. Water Co., Terre Haute, Ind. 

Habermeyer, George Conrad Apr. 14, 1915 

Civil & San. Engr., 57 Chemistry Bldg., Urbana, 111. 

Hadden, S. C. June 4, 1912 

Editor and Gen. Mgr., Municipal & County Engineering, 
538 South Clark St., Chicago, 111. 

Halb, Frank E. M.D. May 12, 1908 

Dir. of Lab., Mt. Prospect Laboratory, Brooklyn, 
N. Y. 

Hale, Richard King, C.E. June 10, 1911 

195 Fisher Ave., Brookline, Mass. 

Hall, Albert S. May 16, 1900 

Supt. Kennebec Water Dist., Waterville, Me. 

Hall, Harry R. May 8, 1915 

Asst. Chf. Engr., Washington Suburban Sanitary District, 
Hyattsville, Md. 
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Hall, J. W. June 7, 1907 

Mgr., San Joaquin Dist., Water Dept. Pacific Gas 
& Elect. Co., Stockton, Cal. 

Halpin, George R. June 13, 1916 

515-7th Ave., Watervliet, N. Y. 

Halpin, Thomas F. July 18, 1907 

c/o A. P. Smith Mfg. Company, East Orange, N. J. 

Hammond, W. H. June 24i 1914 

Supt. Lindsay Water Wks., Lindsay, Ont., Can. 

Hammond, R. B. June 9, 1918 

Supt. Water Dept., Blue Island, 111. 

Hansen, A. E. Dec. 31, 1917 

Hyd. & San. Engr., 2 Rector St., New York, N. Y. 

Hansen, Paul June 4, 1912 

Chf. San. Engr. Dept. Pub. Health, Springfield, 111. 

Hapgood, Lyman P. June 8, 1909 

Supt. Dept. of Water & Lt., Box 253, Jamestown, 
N. Y. 

Harding, C. T. Feb. 27, 1917 

Supt. Water and Lt. Dept., 516 Chestnut St., Vir- 
ginia, Minn. 

Harding, George Oct. 6, 1912 

Mgr., 1105 Paulsen Bldg., Spokane, Wash. 

Harding, John H. May 14, 1918 

Supt. Water Works, La Porte, Ind. 

Harding, Robert J. , , Oct. 23, 1914 

V.-Prest. San Antonio Water Supply Co., 106 Mar- 
ket St., San Antonio, Texas. 

Harding, V. A. , T j June 10, 1919 

Mgr. City El. Lt. & Water Works, Goshen, Ind. 

Hardy, Edward Dana n May 12, 1908 

Supt. Aqueduct & Filtn. Plant, Washington, D. C. 

Habgreaves, John . J une 8, 1916 

Govt. Hyd. Engr., Water Supply Dept., Brisbane, 
Queensland, Australia. 

Harman, Jacob A. „ Apr. 11, 1917 

Cons. Engr., 144 Fredonia Ave., Peoria, 111. 

Harper, L. V. Au g- 19. 191* 

Mgr. Chelan Electric Co., Chelan, Wash. 

Harris, R. C. n „ May 12, 1914 

Comnr. of Wks., City Hall, Toronto, Ont., Can. 

Harrison, John H. , r Apr- 16. 1914 

Kingston Water Dept., Kingston, N. Y. 
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Harrub, C. Nelson Nov. 25, 1915 

San. Engr , 58 E. 9th St., Jacksonville, Fla. 

Haskins, C. A. June 19, 1914 

Director Div. of Wtr. & Sge., State Bd. of Health, 
Lawrence, Kans. 

Hatch, Edward L. July 10, 1906 

Gen. Mgr. Stamford Water Co., Stamford, Conn. 

Hatfield, William Durrell Jan. 31, 1917 

San. Engr., 1001 West State St., Jacksonville, 111. 

Hatton, T. Chalklby June 11, 1912 

Ch. Engr., City Hall, Milwaukee, Wis. 

Hatton, William J. May 12, 1908 

211 Ogden Ave., Escanaba, Mich. 

Hatjser, Stephen J. May 14, 1915 

Chem. & Bact., 1669 Cedar Ave., College Hill, 
Cincinnati, Ohio. 

Hawkins, H. C. Dec. 10, 1915 

City Engr., Oskaloosa, la. 

Hawlbt, W. C. Apr. 27, 1910 

Ch. Engr. & Gen. Supt. Fenna. Water Co., 712 
South Ave., Wilkinsburg, Pa. 

Haydock, Charles Feb. 17, 1919 

Gr., Asst. Eng. Mountain Wtr. Sup. Co., 922 Com- 
mercial Trust Bldg., Philadelphia, Pa. 

Hatford, B. B. June 8, 1909 

Supt. Water Wks., Waukesha, Wis. 

Hazen, Allen, C. E. May 26, 1896 

42d St. Bldg, New York, N. Y. 

Hazlehurst, George H. Nov. 1, 1914 

State Bd. of Hlth., Montgomery, Ala. 

Heard, Albert July 18, 1907 

Supt. and Treas., Hagerstown, Md. 

Hbcht, J. L. June 10, 1911 

Pub. Serv. Co., 72 West Adams St., Chicago, 111. 

Hbbrmans. H. C. June 26, 1886 

Mgr.' Water Wks. Co., Hoquiam, Wash. 

Heffelfinger, J. Milton Mch. 3, 1918 

Div. of Engr. & Const., City Hall, Cleveland, O. 

Heller, F. P. May 12, 1908 

Supt. The Rosemont Springs Water Co., 236 Penn 
St., Reading, Pa. 

Henby, William H. May 6, 1915 

Secty. & Mgr. West St. Louis Water & Lt. Co., 
6600 Delmar Ave., St. Louis, Mo. 
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Henderson. Charles R. June 18, 1901 

Mgr. Davenport Water Co., Davenport, Iowa. 

Henderson, John Baillie, C.E. Sept. 27, 1915 

"Sun" Fdry., Wiekham St., Brisbane, Queensland, 
Australia. 

Hendrick, Wallace M. May 10, 1915 

11 Clarkson Ave., Brooklyn, N. Y. 

Henry, Edward William May 12, 1908 

Supt. Meter Dept., 450 Fairmont Ave., Jersey 
City, N. J. 

Herino, Rudolph July 14, 1887 

Cona. Hyd. & San. Engr., 170 Broadway, New 
York, N. Y. 

Hebr, J. O. June 5, 1916 

Supt. Atlantic Co. Water Co. of N. J., Box 411, 
Pleasantville, N. J. 

Herset, Francis C, Jr. July 18, 1907 

Seety. Water & Municipal Lt. Comnrs., Wellesley, 
Mass. 

Hetzer, Mentor Nov. 17, 1916 

Mgr. Moundsville Water Co., Moundsville, W. Va. 

Hicks, J. S. Dec. 8, 1910 

Supt. Water Co., Berwick, Pa. 

Hiqgins, Lafayette, C.E. Dec. 10, 1915 

San. Engr. State Bd. of Health, 1144 W. 25th St., 
Des Moines, la. 

Highland, Scotland G. Feb. 10, 1913 

Secty., Treas. & Gen. Mgr., Clarksburg Water 
Bd., Clarksburg, W. Va. 

Hill, Albert B. Oct. 30, 1914 

Cons. Eng., 100 Crown St., New Haven, Conn. 

Hill, John W. June 26, 1886 

Cons. Engr., 406 First Natl. Bk. Bldg., Cincinnati, 
Ohio 

Hill, Nicholas S., Jr. June 18, 1901 

Cons. Engr., 112 E. 19th St., New York, N. Y. 

Hilscher, Ralph Nov. 9, 1914 

State Bd. of Health, 210 Union League Bldg., Los 
Angeles, Cal. 

Hinklet, Robert L. May 12, 1908 

Insp. Factory Ins. Ass'n, Rensselaer, N. Y. 

Hinman, Jack Jr. Apr. 21, 1915 

Baot. & Chemist, P. O. Box 313, Iowa City, la. 
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Hoad, William Christian 

San. Engr., 1028 Martin Place, Ann Arbor, Mich. 

Hoag, Percy LaTourette 

Hyd. Engr., Manhasset, L. I., N. Y. 

Ho aql and, Ira Gould 

Secty. Natl. Automatic Sprklr. Assn., 80 Maiden 
Lane, New York, N. Y. 

Hobby, Arthur S., C.E. 

Central F6, Salamanca, Prov. Santa Clara, Cuba. 

Hodokins, H. C, C.E. 

415 Dillaye Bldg., Syracuse, N. Y. 

Hodqman, Burt B., C.E. 

50 Church St., New York, N. Y. 

Hodkinson, Thomas 

Supt. Water Wks., 14 King St., London, Ontario, 



upt. v 
Can. 



Hopfma8Teb, George Edward 

Amer. Water Wks., & Guar. Co., 50 Broad St., 
New York, N. Y. 

HOGELAND, A. W. 

Pr. Asst. Engr. Pitometer Co., 25 Elm St., New 
York, N. Y. 

Holbrook, Royal H. 

Combustion Engr., Iowa State College, 1420 — 2nd 
Ave., Cedar Rapids, la. 

Holland, Ray Kingsbury 

Cons. Engr., Lawrence Bldg., Ann Arbor, Mich. 

Hollman, Edward E. 

San. Chem., 3802 N. Grand Ave., St. Louis, Mo. 

Holmes, A. G. 

P. O. Box 252, East Pittsburgh, Pa. 

Holmes, M. G. 

Supt. Water Works, Rochester, Minn. 

Hone, Frederic deP., C.E. 

13-21 Park Row, New York, N. Y. 

Hoopes, Edgar M., Jr., C.E. 

1614 Broome St., Wilmington, Del. 

Hoover, Charles P. 

Chem. Filtration Plant, Columbus, Ohio. 



Hopkins, Charles Comstock 

". & ~ 
Y, 



Hyd. & San. Engr., 349 Cutler Bldg., Rochester, 



49 
June 24, 1913 

June 28, 1919 

Apr. 27, 1910 

June 8, 1909 
Apr. 18, 1888 
July 18, 1907 
Apr. 15, 1918 

May 13, 1916 

Mch. 6, 1919 

Sept. 2, 1919 

Jan. 17, 1919 
Feb. 17, 1915 
July 10, 1906 
Aug. 16, 1918 
Dec. 17, 1913 
May 8, 1918 
Mch. 14, 1913 
June 10, 1911 



50 ACTIVE MKMBEBS 

Hopkins, Franklyn C. June 16, 1919 

Vice-Prest. Consol. Water Co., 712 Washington St., 
Utica, N. Y. 

Hopkins, Newton F., C.E., July 18, 1907 

801 Home Trust Bldg., Pittsburgh, Pa. 

Hopper. Walter C. June 10, 1911 

Supt. Acquackanonk Water Co., 145 Prospect St., 
Passaic, N. J. 

Horner, Chas. M. June 24, 1902 

Supt. Wtr. Wks., 1705 State St., East St. Louis, 111. 

Horntjng, George July 14, 1887 

Cons. Civ. & Mech. Eng., 512 Fairfield Ave., Belle- 
vue, Ky. 

Horton, Robert E., HE. Jan. 20, 1911 

R. D. No. 1, Voorheesville, N. Y. 

Horton, Theodore July 18, 1907 

Ch. Eng., N. Y. State Dept. of Health, 206 Lan- 
caster St., Albany, N. Y. 

Hostetler, William A. May 8, 1915 

Sunt. Iowa City Water Wks., 419 S. Lucas St., 
Iowa City, la. 

Hough, Laurence C. Jan. 17, 1919 

Asst. Engr. Pitometer Co., E. Falls Church, Va. 

Howard, Frank E. Mch. 18, 1918 

Bd. Water Comrs., 438 Asylum St., Hartford, Conn. 

Howell, David J., C.E. Oct. 19, 1914 

Union Trust Bldg., Washington, D. C. 

Howland, Capt. E. Robert, R.E. Apr. 22, 1914 

24 Leith Mansions, Maida Vale, London, W. G., 
England. 

Howson, Louis R. Apr. 24, 1916 

Asst. Engr. for Alvord & Burdick, 617 E. 50th 
Place, Chicago, 111. 

Hubbell, Clarence W. June 24, 1903 

Cons. Eng., 2348 Penobscot Bldg., Detroit, Mich. 

Hudson, Lbo July 7, 1913 

Cons. Engr., 3265 Piedmont Ave., Pittsburgh, Pa. 

Huqqans, D. E. May 27, 1896 

Mgr., Water Wks., Streator, 111. 

Hulett, Mason Jan. 29, 1916 

c/o R. U. V. Co., 165 Broadway, New York, N. Y. 

Hunter, Henry G. June 10, 1911 

N. Y. Cont. Jewell Filtn. Co., 619 New Birks Bldg., 
Montreal, Can. 
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Hunter, T. B. July 10, 1906 

Cons. Engr., 703 Rialto Bldg., San Francisco, Cal. 

Hurd, Chables H. Aug. 11, 1914 

1405 Merchants Bank Bldg., Indianapolis, Ind. 

Huston, R. C. June 8, 1909 

Civ. & Cons. Engr., P. O. Box 326, Maryville, Tenn. 

Hut, Harry F. May 13, 1916 

Genl. Mgr. Western N. Y. Water Co., 704 Elect. 
Bldg, Buffalo, N. Y. 

Hyde, Charles Gilman July 18, 1907 

Cons. Hyd. & San. Engr., Prof. San. Eng, Univ. of 
Cal., Berkeley, Cal. 

Htman, H. H. Apr. 11, 1916 

Mgr. Miami Water Co., Miami, Fla. 

Hymmen, H. June 8, 1909 

Supt. Water Wks, Kitchener, Ontario. 

Inman, A. W. Nov. 19, 1915 

Supt. Massillon Water Supply Co., Massillon, Ohio. 

Inoub, S. July 18, 1907 

290 Harajiku, Tokyo, Japan. 

Irwin, Ralph Edward June 8, 1904 

Asst. Engr. State Dept. of Health, Harrisburg, Pa. 

Isaac, F. N. May 12, 1908 

Secty. & Genl. Mgr. The Hanford Water Co., Han- 
ford, Cal. 



Jackson, Daniel D. Jan. 31, 1910 

~an. Expert, Havei 
New York, N. Y. 



San. Expert, Havemeyer Hall, Columbia Univ., 
Yoi" 



Jackson, Robert A. June 24, 1893 

Supt. Ins. & Water Co., Norristown, Pa. 

Jacobs, S. Willard Feb. 5, 1919 

Chem. Engr., 18 East 41st St., New York, N. Y. 

Jacobson, Robert T. Apr. 16, 1919 

Asst, City Engr. Office, 1208— 8th Ave, Fargo, N. D. 

James, Claude L. Jan. 20 1914 

City Engr. Supt. Water Wks, City Bldg, Mattoon, 

Jarvts. Alexander Charles Jan. 5, 1914 

Osterbrogade 40, Copenhagen, Denmark. 

Jenks, Harry Neville Jan. 26, 1917 

San. Engr, 2601 Hillegas Ave, Berkeley, Cal. 

Jennings, Charles A. May 2, 1908 

Rm. 466, Peoples Gas Bldg, Chicago, 111. 
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Jensen, J. Arthur Aug. 15, 1910 

Supr. Water Wks. Dept. Minneapolis, Minn. 

Jensen, J. Chris. June 3, 1912 

Municipal Water Wks., Council Bluffs, Iowa. 

Jensen, Marion A. June 3, 1912 

4th St. & 7th Ave., Nebraska City, Neb. 

Johnson, Edgab W. July 13, 1917 

Asst. Engr. Water Dept, 2632— 14th Ave., S., Min- 
neapolis, Minn. 

Johnson, George A. July 18, 1907 

Cons. Engr., 150 Nassau St., New York, N. Y. 

Johnson, H. B. Jan. 3, 1913 

Genl. Mgr. Sheffield Co., Sheffield, Ala. 

Johnson, H. E. Dec. 22, 1915 

Mgr. Cuero Div. Tex. G. & E. Co., Cuero, Tex. 

Johnson, Peter May 26, 1916 

Supervising Engr., Dept. W. S. G. & E. of New 
York, Bellmore, L. I. 

Johnston, William J. Mch. 19, 1917 

Supt. Water Wks., Marquette, Mich. 

Johnstone, Alan M. E., C.E. June 16, 1919 

Sant. Hyd. Engr., 2124 Ellis Ave., New York, N. Y. 

Jones, A. J. Apr. 16, 1884 

Prest. New Brunswick Trust Co., New Bruns- 
wick, N. J. 

Jones, Bubke June 24, 1913 

Supt. WaterJWks., Hattiesburg, Miss. 

Jones, Hiram F. July 18, 1907 

Supt. Water Wks., 823 Walnut St., Elmira, N. Y. 

Jones, J. M. May 9, 1916 

Bristol & Warren Water Works, Bristol, R. I. 

Jones, William Clayton May 14, 1914 

426 Market St., Camden, N. J. 

Jones, William Nelson, C.E. Apr. 4, 1914 

City Engr's Office, City Hall, Minneapolis, Minn. 

Jordan, Edwin O. Oct. 30, 1914 

Prof, of Bact., Univ. of Chicago, Chicago, 111. 

Jordan, Frank C. June 10, 1911 

Secty. Water Co., 113 Monument Circle, Indianapolis, 
Ind. 

Judd, W. A. Apr. 8, 1915 

Supt. Water Wks., 20 Sixth St., N. E., Mason City, 
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Kable, Edgae P Nov. 19, 1917 

Gen. Man. York Water Co., 42 East Market St., 
York, Pa. 

Kahn, Leon I. May 24, 1916 

Comnr. of Pub. Util., Shreveport, La. 

Kapoustine, Theo. N. Aug. 31, 1917 

San. Engr. Grace-Amer. Intnatl. Corp., 64 Water St., 
New York, N. Y. 

Kastberg, Karl C. June 7, 1904 

City Engr., Des Moines, la. 

Keating, Charles Stanley May 16, 1919 

Supt. Water Works & City Engr., Watervliet, N. Y. 

Kbbler, H. E. July 14, 1887 

Room 633, The Rookery, Chicago, 111. 

Keils, Anthony June 8, 1909 

Supt. Bd. of Water Wks., 38 Moross Ave., Mt. 
Clemens, Mich. 

Keliher, Timothy Feb. 15, 1917 

Supt. Williamsport Water Co., Williamsport, Pa. 

Keller, Oscar E. June 24, 1918 

Prest. Bd. Water Comnrs., 25 E. 5th St., St. Paul, 
Minn. 

Kbllt, Earl W. Apr. 5, 1912 

c/o Water Lt. Dept., Duluth, Minn. 

Kelsey, J. W. May 18, 1913 

Genl. Supt. Bureau of Water, St. Paul, Minn. 

Kemble, F. T. June 24, 1915 

Secty. New Rochelle Water Co., 238 Main St., New 
Rochelle, N. Y. 

Kendall, Theodore Reed Mch. 13, 1919 

Eng. Editor, The American City, 334 S. First Ave., 
Mt. Vernon, N. Y. 

Kern, Peter Aug. 31, 1917 

Mgr. Water Dept., Fort Madison, la. 

Kibnlb, John A. June 8, 1909 

San. Engr., 18 E. 41st Street, New York, N. Y. 

Killam, Samuel E. Nov. 25, 1915 

Supt. Pipe Line & Reservoirs, 1 Ashburton PL, 
Boston, Mass. 

Kilpatrick, John D.. C.E. Sept. 18, 1911 

30 Church St., New York, N. Y. 

Kimball, Frank C. June 11, 1902 

Secty. and Asst. Treas., Commonwealth Water & 
Lt. Co., Summit, N. J. 
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Kino, Charles Penrose Jan 27, 1916 

Engr. Bexhill Water & Gas Co., 5 Sedgwick Rd., 
Bexhill-on-Sea, England. 

Kingman, Horace Mar. 17, 1916 

Comnr. & Supt., City Hall, Brockton, Mass. 

Kinnaird, Robert N. Nov. 23, 1911 

Supt. Des Moines Water Co., Des Moines, la. 

Kinnett, J. D. Jan. 23, 1919 

Chmn. Bd. Water Cmnrs., Macon, Ga. 

Kinney, Howard C. June 11, 1919 

Mgr. Waterloo Water Co., Waterloo, N. Y. 

Kirk, Clarence L. June 8, 1907 

Prest. Indianapolis Water Co., 113 Monument Circle, 
Indianapolis, Ind. 

Kirkpatrick, Earl T. Feb. 15, 1917 

Chf. Chem. & Bact., 1718 High St., Des Moines, Iowa. 

Kirkpatrick, Walter G. Apr. 27, 1910 

Cons. Hyd. Engr., Monroe, La. 

Klare, R. W. June 24, 1915 

Mgr. Wabash Water & Lt. Co., Wabash, Ind. 

Klaus, Fred J. Oct. 2, 1915 

Asst. Engr. East Bay Water Co., 2414 Dana St., 
Berkeley, Cal. 

Klein, Federico Apr. 5, 1918 

Cia Alumbrado Electrico, San Salvador, C. A. 

Klein, William I. July 1, 1913 

Cons. Engr., Suite 3002, 165 Broadway, New York, N. Y. 

Klinqberq, W., C.E. July 10, 1906 

50 Church St., New York, N. Y. 

Knbbn, A. H., C.E. Jan. 8, 1911 

112 N. Broad St., Philadelphia, Pa. 

Knickerbacker, John, C.E. June 23, 1913 

Prest. Eddy Valve Co. 86 1st St., Troy, N. Y. 

Knight, Gerald Wilson June 24, 1913 

Cons. Eng., 408 Times Bldg., Chattanooga, Tenn. 

Knisely, J. Herman July 7, 1916 

Ch., Bur. of Municipalities, Harrisburg, Pa. 

Knotxse, Homer V. Sept. 21, 1918 

Asst. Supt. & Purch. Agt., Met. Water Dist., 200 
City Hall, Omaha, Neb. 

Knowleb, Clarence R. June 24, 1918 

Supt. Water Dept., I. C. R. R., 6504 Greenwood 
Ave., Chicago, 111. 
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Knowlbs, Morris July 18, 1907 

Cons. Engr., 1200 Jones Law Bldg., Pittsburgh, Pa. 

Knox, Stuart K. June 8, 1909 

Hill & Ferguson, 112 E. 19th St., New York, N. Y. 

Kohn, C. L. June 23, 1913 

Comnr., City Hall, Elgin, 111. 

Kontkovski, Eugene B. Jan. 12, 1915 

Cons. Engr. Nikolaferskaja. 17, log. 5, Petrograd, 
Russia. 

Khause, Mare C, C.E. May 26, 1916 

335 Pine St., Williamsport, Pa. 

Krieger, Albert A. Apr. 22, 1914 

1st Asst. City Engr., 2304 Alta Ave., Louisville, Ky. 

Kriegsheim, Heinrich May 11, 1915 

c/o PermutitCo., 440 4th Ave., New York, N. Y. 

Kussamel, Taylor Jan. 31, 1919 

Supt. Water & Light, 305 Ohio St., Newark, Ohio. 

Laberge, Francois Charles Mch. 20, 1916 

Cons. Engr., 30 St. James St., Montreal, Canada 

Lacount, H. O. May 12, 1908 

Engr. & Asst. Secty. Insp. Dept. Factory Mutual 
Ins. Co., 124 College Ave., West Somerville, 
Mass. 

Lance, John H. May 7, 1917 

Cons. Engr., 616-20 Second Ntl. Bank Bldg., Wilkes- 
Barre, Pa. 

Landmann, L. B. Sept. 2, 1914 

Supt. Capital City Water Co., Jefferson City, Mo. 

Landry, J. A. Apr. 29, 1910 

Prest. Ry. Lt. & Water Wks. Co., Lake Charles, La. 

Larmon, Frank P. Apr. 17, 1914 

Ch. Engr. Met. Water Dist., Omaha, Neb. 

Lasso, Alfredo F. Sept. 26, 1917 

Ing. Civ.. Obras Sanitarias de la Nacion, Buenos 
Aires. R. Argentina. 

LaTourrette, Frederick, C.E. Dec. 4, 1915 

Engr. in Chge. J. C. Water Wks., 49 Highland Ave., 
Jersey City, N. J. 

Lautz, W. E. Nov. 14, 1915 

Secty. & Mgr. Pekin Water Wks., Pekin, 111. 

Lawlor, Francis D. H. . July 10, 1906 

Supt. Citizens Water Co., Burlington, la. 
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Lawton, Ralph W. July 10, 190ft 

Mgr. Jewell Export Filter Co., 10 Clive St., Cal- 
cutta, India. 

Lea, Richard S. May 12, 1908 

Cons. Engr., 809 New Birks Bldg., Montreal, Can. 

Leach, William J. Mar. 12, 1918 

Supt. & Chf . Engr., 725 Mountain Ave., Fergus Falls, 
Minn. 

Leclerc, Pierre May 2, 1917 

Supt. Eastern Div. Water Wks., 106 Clarke St., 
Montreal, Can. 

Lkddbn, Ernest M. Apr. 5, 1912 

404 Fourth Ave., New York, N. Y. 

Lbdoux, J. W. ' July 18, 1907 

Ch. Engr. Amer. Pipe & Constr. Co., 112 N. Broad 
St., Philadelphia,, Pa. 

Lee, Charles H. Mch. 21, 1912 

Hyd. Engr., 2629 Piedmont Ave., Berkeley, Cal. 

Leerskov, A. D. Apr. 1, 1918 

Supt. Municipal Water Works, Lock Box 7, Brush, 
Col. 

Leet, J. N. May 4, 1911 

Supt. Water Dept., North East, Pa. 

Leisen, Theodore A. June 7, 1904 

Civ. Engr. Bd. Water Comnrs., Detroit, Mich. 

Leopold, F. B. May 11, 1914 

Farmers Bk. Bldg., Pittsburgh, Pa. 

LeSage, Thomas William Apr. 24, 1916 

Engr., Supt. Water Wks., City Hall, Montreal, Can. 

Letton, H. P. Dec. 23, 1914 

Grant, Fulton & Letton, Engrs, 505 Bankers Life 
Bldg., Lincoln, Neb. 

Levy, A. G. Mch. 17, 1910 

Asst. Engr. Div. of Water, 1677 E. 93 St., Cleveland, O. 

Lewis, J. M. Apr. 12, 1910 

Supt. Parks & Pub. Prop., Sioux City, la. 

Lewis, R. E. May 12, 1908 

Supt. Water Wks., Elizabeth City, N. C. 

Liohtfoot, J. C, Jr. May 11, 1914 

N. J. Water Serv. Co., 1307 Real Est. Tr. Bldg., 
Philadelphia, Pa. 

LiLES, Floyd L. May 13, 1918 

Chrmn. Water Works, Spartanburg, S. C. 
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Lindblom, Andrew Apr. 30, 1919' 

Asst. Supt. Water Works, 417 State St., Boone, la. 

Little, Bebkman C. June 24, 1903 

Supt. Water Wks., 44 City Hall, Rochester, N. Y. 

Livbzey, W. B. May 10, 1915 

Prest. Newport News Lt. & Water Co., Newport 
News, Va. 

Lobo, Carlos, C.E. June 21, 1916 

215 Midwood St., Brooklyn, N. Y. 

Lochridgb, Elbert E. July 10, 1906 

Engr. Water Dept., P. O. Box 1238, Springfield, Mass. 

Lofton, H. M. May 25, 1909- 

Chattanooga, Tenn. 

Long, George J. Mch. 24, 1915 

Prest. Inter-State Water Co., Louisville, Ky. 

Long, James H, May 13, 191fr 

City Hall, Camden, N. J. 

Longlet, Francis F. July 18, 1907 

42nd St. Building, New York, N. Y. 

Longley, Frederick J. Nov. 21, 1913. 

461 Allen St., Hudson, N. Y. 

Looms, E. L. July 10, 1906 

Supt. Valparaiso Home Water Co., Valparaiso, Ind. 

Lord, Charles H. Aug. 10, 1918 

Supt. Water Works, Ogdensburg, N. Y. 

Lord, Franklin B., Jr. Jan. 9, 1911 

Queens County Water Co., Cedarhurst, L. I., N. Y. 

Lott, Erskine H. May 26, 1916 

Supt. Flatbush Water Wks. Co., 785 Flatbush Ave., 
Brooklyn, N. Y. 

Lounsbury, William C. May 12, 1908 1 

Genl. Mgr. Superior Water, Lt. & Power Co., Su- 
perior, Wis. 

Lucas, Hugh L. Mch. 25, 1910* 

Supt. Water Pipe Extension, 404 City Hall, Chicago, 111. 

Luce, Arthur' T., C.E. Apr. 10, 1919- 

Supt. Des Moines Water Co., Des Moines, la. 

Luck, Francis H. May 12, 1914 

Supt. Woodhaven Water Supply Co., Woodhaven, 
N. Y. 

Ludlow, J. L. June 7, 1904 

Cons. Engr., Winston-Salem, N. C. 
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Lcscqmbb, William May 12, 1908 

V.-Prest. Gary Heat, Lt. & Water Co., Gary, Ind. 

Luther, J. N. May 14, 1918 

Supt. Water Works, South Bend, Ind. 

Lyons, B. F. May 12, 1908 

V.-Prest. & Genl. Mgr. Beloit Water, Gas & Elect. 
Co., Beloit, Wis. 

McAlpinb, A. H. April 27, 1889 

Genl. Western Agt. Hersey Mfg. Co., 211 Schultz 
Bldg., Columbus, Ohio. 

McCabjc, H. Dallas, C.E. May 12, 1908 

800 Donner Ave., Monessen, Pa. 

McCarthy, Daniel B. June 27, 1905 

Treas. Waterford Water Wks. Co., 50 East 42d St., 
New York, N. Y. 

McCarthy, William May 12, 1908 

Supt. Water Wks., Bluefield, W. Va. 

McClenahan, W. T. Apr. 7, 1914 

39 W. Adams St., Chicago, 111. 

McClintock, James R. June 12, 1914 

170 Broadway, New York, N. Y. 

McCormick, Robert Sept. 12, 1916 

Box 187, Boone, la. 

McCrady, MacHarvey Apr. 7, 1916 

Chem. & Bact. Bd. of Hlth. of P. Q., 59 Notre Dame, 
East, Montreal, Can. 

McDonnell, Robert E. Mar. 25, 1913 

402 Interstate Bldg., Kansas City, Mo. 

McFarland, Chester R. May 12, 1908 

Secty. & Genl. Mgr. Tampa Water Wks. Co., Tampa, 
Fla. 

McGechen, D. J. June 11, 1919 

Supt. Wyo. Valley Water Co., Markle Bank Bldg., 
Hazel ton, Pa. 

McGonigalb, William J. Apr. 4, 1912 

P.O. Box 2360, Louisville, Ky. 

McGrath, F. R. May 12, 1914 

Supt. Water Wks., City Hall, Chambersburg, Pa. 

McInnes, F. A. May 12, 1914 

Div. Engr., Pub. Wks. Dept., 23 Salcombe St., 
Dorchester, Mass. 

McIntosh, William, Jr. Feb. 26, 1913 

Castle Stuart, Dalcross, Inverness-Shire, Scotland. 
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McKenzie, S. H. Apr. 14, 1916 

■"Ungr., & Supt. Terryville i 
Wks., Southington, Conn. 



Engr., & Supt. Terryville and Southington Water 
ithii 



McKim, Robert Albert, C.E. June 4, 1002 

65 W. 88th St., New York, N. Y. 

McLatjghlin, George E., M.D. June 14, 1913 

San. Expt. & Bact., 41 Crescent Ave., Jersey City, 
N. J. 

McMane, William I. Feb. 19, 1916 

Genl. Supt. Commonwealth Water Co., 18 Maple Ave., 
Summit, N. J. 

McMillan, T. W. Dec. 10, 1915 

Supt. Water Wks., Mt. Pleasant, la. 

McRab, H. C. Apr. 4, 1910 

Lieut. 318th Engineers, Vancouver Barracks, 
Washington 

McRae, John B. May 9, 1916 

Cons. Eng., 310 Booth Bldg., Ottawa, Can. 

McRetnolds, B. B. May 25, 1914 

Supt. Water Wks., City Hall, Colorado Springs, 
Colo. 

McWilliams, C. Q. June 18, 1901 

Prest. Roaring Crk. Water Co., P. O. Box 17, Sha- 
mokin, Pa. 

Macallum, Andrew F. June 6, 1916 

Commissioner of Works, Ottawa, Canada. 

MacDonald, Emmett June 7, 1904 

Mgr. Lincoln Water & Lt. Co., Lincoln, 111. 

MacDonald, W. E. May 8, 1917 

City Water Wks., Engr., 93 Powell Ave., Ottawa, 
Can. 

Machen, Henry B. May 12, 1908 

202 Riverside Drive, New York, N. Y. 

Mackey, J. M., C.E. June 9, 1919 

Supt. Water Works, Regina, Sask. 

Maffitt, Dale L. Apr. 2, 1918 

Chem. & Bact., Des Moines Water Co., Des Moines, 
la. 

Maffitt, McKean June 6, 1919 

Supt. Water Works, Wilmington, N. C. 

Main, Geo. A., M.E. Apr. 27, 1910 

Cons. Engr., 14 Baker St., Daytona, Fla. 

Mallaliett, Willard C. Dec. 4, 1914 

Civil & San. Engr., Route 1, Box 13, Millbury, Mass. 



60 ACTIVE MEMBERS 



Maloney, Thomas June 9, 1919 

Trustee Municipal Water Works, Council Bluffs, la. 

Manahan, Elmer G., C.E. June 8, 1906 

c/o Fuller & McClintock, Cons. Engrs., Room 1512, 
170 Broadway, New York, N. Y. 

Manville, F. D. June 18, 1901 

Supt. Newport News Lt. & Water Co., 
Newport News, Va. 

Manz, Louis C, M.E. June 8, 1904 

1500 W. Allegheny Ave., P ladelphia, Pa. 

Martin, A. M. May 12, 1908 

c/o Anderson, Clayton & Co., Houston, Texas. 

Martin, J. C. May 11, 1915 

Atty. for Ohio Water Wks. Assn., 8 E. Long St., 
Columbus, Ohio. 

Mason, S. J. May 7, 1917 

Engr. & Supt. Water Wks., Perth Amboy, N. J. 

Mason, W. P. May 18, 1892 

Prof, of Chem. Ren. Poly. Inst., Troy, N. Y. 

Matte, Hubert P. T. July 26, 1913 

Munpl. San. Engr., 24 Brooks St., Worcester, Mass. 

Matthews, Irving E. May 25, 1919 

Engr. Waterworks, 43 City Hall, Rochester, N. Y. 

Maurice, George Holbrooke, C.E. Mch. 11, 1911 

Eagle Springs, N. C. 

Maury, Dabney H. _ Aug. 22, 1894 

Cons. Eng., 1445-6-7 Monadnock Block, Chicago, 111. 

Mavity, J. W., C.E. May 18, 1915 

806 N. Jefferson St., Wellington, Kans. 

Maxon, G. T. June 10, 1919 

Supt. Water Board, Cortland, N. Y. 

Maxwell, Donald H. Feb. 15, 1917 

Asst. Engr. with Alvord & Burdick, 1417 Hartford 
Bldg., Chicago, 111. 

Mato, William B. Aug. 16, 1911 

c/o Ford Motor Co., Detroit, Mich. 

Mbad, Daniel W., C.E. Apr. 17, 1889 

120 W. Gorham St., Madison, Wis. 

Mbars, Brainerd June 24, 1915 

Prof, of Chem., Williams College, Williamstown, 
Mass. 
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Meeker, George R. May 17, 1916 

Supt. Water Wks., Geneseo, N. Y. 

Mellen, A. F. Mch. 24, 1915 

941 — 14th Ave. S.E., Minneapolis, Minn. 

Mellon, T. A. June 24, 1903 

Prest. Kensington Water Co., 514 Smithfield St., 
Pittsburgh, Pa. 

Mbrcier, Paul-Emile Apr. 18, 1916 

Ch. Engr. & City Svyr., City Hall, Montreal, Can. 

Messer, Richard Sept. 27, 1911 

San. Engr. State Dept. of Health, 1110 Capitol St., 
Richmond, Va. 

Messer, Samuel F. Nov. 2, 1915 

Supt. Kent Water & Lt. Co., Kent, Ohio. 

Metcalf, John T. June 7, 1916 

Asst. Engr., in Chge. L. I. Watershed, 625 West St., 
Brooklyn, N. Y. 

Metcalf, Leonard June 24, 1903 

Cons. Civil Engr., 14 Beacon St., Boston, Mass. 

Meters, A. H. June 24, 1903 

Supt. Water Co., Columbia, Pa. 

Michel, B. G. June 7, 1916 

City Engr., Kitchener, Ontario. Can. 

Michie, John C, C.E. June 24, 1903 

Supt. Water Co., Durham, N. C. 

Mickle, F. Lee Jan. 31, 1917 

• State Dept. of Hlth., 135 Huntington St., New Haven, 
Conn. 

Miller, Clarence L. Mch. 29, 1916 

Dir. Pub. Util. Dept., Kalamazoo, Mich. 

Miller, Clifford N., H.E. May 13, 1915 

2807 Union Central Bldg., Cincinnati, Ohio. 

Miller, Edwin E. Mch. 11, 1914 

Asst. Supt. Power Plants, Hackensack Water Co., 
Weehawken, N. J. 

Miller, Hiram Allen Mch. 3, 1911 

Cons. Engr., 8 Beacon St., Boston, Mass. 

Miller, J. A. May 8, 1909 

Supt. Water Wks., 10 W. Third St., Alton, 111. 

Miller, Walter Edward Nov. 17, 1911 

1719 Madison St., Madison, Wis. 
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Milne, Alexander June 24, 190? 

Supt. Water Wks., St. Catharines, Ontario, Can. 

Minor, Edward Eastman May 20, 1912 

Supt. New Haven Water Co., 91 Temple St., New 
Haven, Conn. 

Minor, L. O. Apr. 22, 1919 

Supt. Water Works, Plattsmouth, Neb. 

Mitchell, Charles Hamilton, C.E. Mch. 11, 1911 

1003 Traders Bank Bldg., Toronto, Canada. 

Mitchell, George July 21, 1913 

Asst. Engr. Water Engineer's Office, Aberdeen, 
Scotland. 

Moat, Charles P. Jan. 29, 1915 

Chemist, Vermont State Bd. of Health, 2 Colchester 
Ave., Burlington, Vt. 

Mohler, Bruce M. Feb. 5, 1917 

Chemist, Freemont, Ohio. 

Mohrhardt, E. F. Oct. 10, 1917 

Secty. Bd. Fire Undwtrs. of the Pacific, 914 Mer- 
chants Exchange Bldg., San Francisco, Cal. 

Molis, William Mch. 15, 1882 

Supt. Water Wks., Muscatine, la. 

Montfort, Wilson F. July 10, 1906 

Cons. Chemist, 506 N. Vandeventer Ave., St. Louis, Mo. 

Monroe, H. L. June 10, 1919 

Supt. Water Works, Pontiac, Mich. 

Montotjlibu, Henry J., C.E. Nov. 17, 1911 

No. 10 Calle F, Vedado, Havana, Cuba. 

Moore, John M. July 10, 1906 

Cons. Engr., Palmer Block, London, Ontario. 

Morgan, Henry B. Apr. 29, 1910 

Mgr. Peoria Water Wks. Co., 143 N. Jefferson Ave. 
Peoria, 111. 

Morris, Charles H. June 7, 1916 

Supr. of Water Wks., New Brunswick, N. J. 

Morris, John S. June 9, 1919 

Auditor, Louisville Water Co., Louisville, Ky. 

Morse, Robert B. Mch. 11, 1915 

Ch. Engr. State Bd. of Health, 16 W. Saratoga St, 
Baltimore, Md. 

Mory, A. V. H. Nov. 1, 1914 

Chem. Dir., Dept. 217, Sears, Roebuck & Co., Chi- 
cago, 111. 
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Mowry, Robert B. Aug. 8, 1919 

g. Dept. Wallace & Tei 
*as Bldg., Chicago, 111. 



Eng. Dept. Wallace & Teirnan Co., 466 Peoples 

Ga ~" 



Mundy, Ambrose Moh. 11, 1914 

Supt. Middlesex Water Co., Woodbridge, N. J. 

Murphy, A. R., C.E. Apr. 7, 1911 

Fountain City, Tenn. 

Mubphy, Frank J. May 31, 1916 

Supt. Div. of Meters, City Hall, Milwaukee, Wis. 

Murphy, L. E , May 18, 1914 

Supt. Water Dept., Jacksonville, Fla. 

Murray, H. E. June 11, 1915 

Mgr. Water & Sewer Dept., Honolulu, Hawaii. 

Mubbin, John A. June 5, 1916 

Comnr. Pub. Prop., City Hall, Rock Island, 111. 

Mylbea, A. J. Mch. 12, 1919 

Fire Protection Engr., 85 Bay St., Toronto, Ont. 

Neary, John H. June 22, 1913 

Supt. Wtr. Wks, 816 N. Chicago Ave., So. Milwaukee, 
Wis. 

Neave, J. W. May 31, 1917 

Supt. Water Wks., Salisbury, N. C. 

Nblson, Fred B., CJE. July 18, 1907 

966 Anderson Ave., Highbridge, New York, N. Y. 

Neut, George Sept. 24, 1910 

Ch. Engr. Water Wks., Santiago, Chile, S. A. 

Nevling, J. B. Oct. 16, 1914 

Secty.-Treas. Clearfield Water Co., Clearfield, Pa. 

Newell, C. W. Apr. 5, 1917 

Serv. Foreman of Maintenance, 2218 Elliott Ave., 
Minneapolis, Minn. 

Newhall, William G. Feb. 15, 1917 

Asst. Supt. Portland Water Dist., 42 Brentwood 
St., Portland, Me. 

Nbwlands, James A. Oct. 14, 1914 

San. Engr., 11 Laurel St., Hartford, Conn. 

Newsom, Reeves J. Jan. 18, 1918 

Water Comnr., City Hall, Lynn, Mass. 

Nbylon, C. M. B. Leigh, C. & H.E. Apr. 18 1915 

State River & Water Supply Comn., Engrs. Branch, 
Treasury Gardens, Melbourne, Australia. 
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Nichols, Charles Sabin May 15, 1918 

Assoc. Prof, in chg. of San. Eng., Iowa State Col- 
lege, Ames, la. 

Nichols, E. M., C.E. June 16, 1915 

27 N. 38th St., Philadelphia, Pa. 

Nighswonger, Harrison Worth, C.E. Aug. 8, 1919 

c/o Johnson E Benham, Cons. Engrs. 8th Floor, 
Firestone Bldg., Kansas City, Mo. 

Nishiobda ; Satoru Sept. 17, 1914 

Municipal Water Wke., Tokyo, Japan. 

Nissly, E. L. May 13, 1915 

Prest. Florin Water Co., Florin, Pa. 

Nolte, August G. Dec. 30, 1916 

Supt. Filter Plant, 4212 Red Bud Ave., St. Louis, 
Mo. 

NuBBLiNa, Emil L. May 29, 1895 

Ch. Engr., Bur. of Water, Reading, Pa. 

Nutt, J. A. Mch. 17, 1916 

Supt. Water Wks., Monongahela, Pa. 

Ntb, William W., May 12, 1908 

Trustee, Kennebec Water Dist., Fairfield, Me. 

O'Callahan, C. D. June 16, 1916 

City Engr., City Hall, Joliet, 111. 

O'Meara, Robert J. Feb. 9, 1917 

516 West 184th St., New York, N. Y. 

O'Rourke, James Nov. 14, 1915 

Supt. of Water Wks., Fulton, 111. 

O'Shauqhnesst, Jerrt June 7, 1909 

Supt. Div. of Water, Columbus, Ohio. 

O'Shauqhnesst, M. M. July 18, 1907 

City Engr., 2732 Vallejo St., San Francisco, Cal. 

Olmsted, Charles S. Apr. 17, 1916 

Supt. Monterey Co. Water Wks., Pacific Grove, Cal. 

Orchard, William J. Aug. 16, 1917 

San. Engr., 349 Broadway, New York, N. Y. 

Orr, Alexander, C.E. Aug. 7, 1909 

Ch. Engr. Gloversville Water Wks., 
Gloversville, N. Y. 

Owens, Robert B., B.A., B.E. Apr. 27, 1914 

Govt. Bldgs., Edmonton, Alberta, Can. 

Paitovi, Antonio, C.E. July 27, 1919 

Belgrano 3750, Buenos Aires, A. R. 
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Parker, C. B. Dec. 5, 1914 

Asst. Supt. Pipe System, Hackensack Water Co., 
Weehawken, N. J. 

Parker, Charles T. Jan. 30, 1015 

Ch. Engr. Alton Water Co., 346 Jefferson St., 
Alton, 111. 

Parr, S. W. Jan. 29, 1915 

Prof. App. Chemistry, Univ. of 111., Urbana, 111. 

Pate, R. L. May 29, 1911 

Mgr. City Water Co., Springfield, Mo. 

Patrick, Charles G. May 2, 1918 

Genl. Mgr., Goldfield Water Co., P. O. Box 829, 
Goldfield, Nev. 

Patterson, Wh. G. May 12, 1915 

Supt., 20 Gerald Ave., Highland Park, Mich. 

Patton, W. A. ' June 6, 1909 

Prest. & Mgr. Water Co., Catlettsburg, Ky. 

Patton, W. S. May 17, 1917 

Supt. Ashland Water Wks. Co., Ashland, Ky. 

Patbon, Edgar R. June 27, 1906 

Mgr. Water Wks., 93 Exchange St., Portland, Me. 

Pearse, Langdon Feb. 24, 1913 

The San. Dist. of Chicago, Karpen Bldg., 900 S. 
Michigan Ave., Chicago., 111. 

Pearson, Wallace M. Mch. 11, 1919 

Chemist, Water Sup. & Filtn., 720J Cornelia St., Flint, 
Mich. 

Peart, John Sept. 12, 1913 

Water Supply Engr., Met. W. S. & S. Bd. Brisbane, 
Queensland. 

Peck, Ermon M. July 18, 1907 

Cons. Engr., 260Edgewood St., Hartford, Conn. 

Pedroso, Alex. M., M.D. Feb. 28, 1917 

40 Job6 Bonifacio, San Paulo, Brazil. 

Perrow, Mosbt Garland Apr. 16, 1917 

Health Officer, Lynchburg, Va. 



Pbrrt^William June 26, 1886 

d. Engr., Maplei 
lontreal, Quebec. 



Hyd. Engr., Maplewood Ave., Cote des Neiges, 

Mo ' " " " 



Peterson, Edward June 19, 1911 

Mgr. Water Wks. & Lt. Plant, Crookston, Minn. 
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Phelps, Earle B. Oct. 19, 1914 

Chemist, 46 Phelps Road, Ridgewood, N. J. 

Phillips, Clifford French Jan. 22, 1915 

Cons. Engr., 604 Kingshighway Park, St. Louis, Mo. 

Phillips, Hiram June 20, 1912 

Cons. Engr., 715 Internat. Life Bldg., St. Louis, Mo. 

Phillips, T. C. June 27, 1905 

Room 703, 624 So. Michigan Ave., Chicago, 111. 

Pibnie, Malcolm May 8, 1917 

Cons. Engr., 30 East 42nd St., New York, N. Y. 

Pitcher, F. H. June 27, 1906 

Gen. Mgr. & Ch. Engr., Montreal Water & Power 
Co., Place D'Armes Square, Montreal, Can. 

Pitnbt, Frederic V., C.E. Nov. 19, 1914 

21 South St., Morristown, N. J. 

Plamondon, Admen, C.E. Mch. 22, 1916 

Engr. and Contr., 70 St. James St., Montreal, Can. 

Plattner, William Apr. 27, 1910 

Cons. Engr., North Attleboro, Mass. 

Pollard, Seabuby G. Jan. 5, 1912 

100 S. Curtis Ave., Alhambra, Cal. 

Pollard, W. D. May 18, 1892 

Genl. Mgr. Pottsville Water Co., Pottsville, Pa. 

Porter, D. P. - Sept. 22, 1916 

Supt. Water Wks., 1502 E. 8th St., Pueblo, Col. 

Potter, Alexander July 18, 1907 

Cons. Engr., 50 Church St., New York, N. Y. 

Potts, Cltdb July 10, 1906 

C & San. Engr., 30 Church St., New York, N. Y. 

Powell, Alexander C. Mar. 12, 1910 

Chem. Bangor Filter Plant, Bangor, Me. 

Powell, Sheppard T. July 10, 1906 

Chem. Baltimore Co. Water & Electric Co., 100 W. 
Fayette St., Baltimore, Md. 

Powers, Jerome, C.E. Feb. 28, 1907 

901 Madison Ave., Elizabeth, N. J. 

Pownall, William A. Apr. 4, 1915 

Mech. Engr. Wabash R. R., Decatur, 111. 

Pract, Geo. Wesley May 18, 1915 

Asst. Supt. Dept. Operation and Maintenance, 2477 
21st Ave., San Francisco, Cal. 
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Pratt CharijEs 

City Engr. & Supt. Water Wks., 1315 S. Santa F6 
Ave., Chanute, Kans. 

Pratt, Gilbert H. 

Chem. and San. Engr., Box A, Nutley, N. J. 

Prat, John W. 

Supt. Water Wks., Ft. Dodge, la. 

Prince, George T. 

Cons. Engr., 532 Bee Bldg., Omaha, Neb. 

Probasco, Selden R., C.E. 
Burlington, N. J. 

Prochnow, Henry A. 

Supt. Water Works, West Allis, Wis. 

Provost, Andrew J., Jr. 

San. Expert & Hyd. Engr., 39-41 W. 38th St., New 
York, N. Y. 

Pruett, G. C, C.E. 

Capt. Engrs. U. S. A., Box 775, Miles City, Mont. 

Pugh, Marshall R., C.E. 

230 Poplar Ave., Wayne, Pa. 

Pubdt, J. H. 

c/o Amer. Water Wks. & Elect. Co,, 50 Broad St., 
New York, N. Y. 

QtjAYLE, LeRoy A. 

Mech. Engr., Water Dept., 1455 W. 98th St., Cleve- 
land, Ohio. 

Quick, Alfred Merritt, C.E. 

418 Equitable Bldg., Baltimore Md. 

Quigley, Lewis A. 

Supt. Water Dept., 533 Louisiana Ave., Lawrence, 
Kans. 

Race, Joseph 

City Bact. & Chem., Ottawa, Can. 

Radbr, R. P. 

Supt. Lehigh Water Co., Easton, Pa. 

Raffo, Bartolome M. 

Ing. de las Obras Sanitarias de la Nacion, Calle Mor- 
eno 2602, Buenos Aires, R. Argentina 

Rains, J. M. 

Supt. Water Wks., Lebanon, Ky. 

Ramsey, William H. C. 

Upland & Oakland Terrace, Bala, Pa. 
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May 18, 1915 

June 5, 1916 

June 24, 1918 

July 10, 1906 

May 9, 1916 

June 9, 1919 

May 12, 1908 

Feb. 2, 1914 

Apr. 8, 1905 

May 27, 1896 

June 24, 1915 

June 18, 1901 
Nov. 18, 1918 

May 18, 1914 

May 12, 1908 

Sept. 26, 1917 

May 12, 1908 
Mch. 2, 1916 
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Randall, W. H. June 8. 1909 

Mg. Dtr. Neptune Meter Co., Ltd., 1197 King St., 
West, Toronto, Ont. 

Rapp, W. M. May 17, 1899 

Supt. Constr. Water Dept., P. O. Box 584, Atlanta, Ga. 

Raymond, George B. June 16, 1919 

Supt. Water Dept., Danbury, Conn. 

Rhaqan. John F., Jb. July 10, 1908 

1137 Park Ave., Utica, N. Y. 

Rbbd, D. A. Sept. 20, 1913 

Mgr. Water & Light Dept., Duluth, Minn. 

Reed, W. F. j une 7, 1916 

Supt. Water Works, Kalamazoo, Mich. 

Rees, S. P., C.E. May 7, 1917 

2368 Sherbrook St., E. E., Pittsburgh, Pa. 

Reid, Walter Mch. 2, 1915 

Supt. Water Wks., Springfield, 111. 

Reimer, Arthur A. May 12. 1908 

45 So. Maple Ave.-, East Orange, N. J. 

Rbtbr, George Apr. 16, 1884 

Supt. Water Wks., Nashville, Tenn. 

Rhynus, Clarence Paulding May 14 1912 

c /o W. J. Sherman Co., 618 The Nasby, Toledo, O. 

Rice, Clifton L. July 7, 1919 

Engr. in chge. of Filtn., 29 Woodward Ave., Lowell, 
Mass. 

Rice, P. D. May 18, 1915 

Spring Valley Water Co., 639 Bryant St., San Fran- 
cisco, Cal. 

Richards, Arthur Nov. 2, 1915 

Cons. Engr. Richards Engrg. Co., 49 E. Long St., 
Columbus, Ohio. 

Rider, Joseph B. May 5, 1916 

Cons. Engr., South Norwalk, Conn. 

Ridley, Clarence Eugene Dec. 5, 1918 

City Engr. & Supt. Water Works, Port Arthur, Tex. 

Ringnbss, Henry Mch. 11, 1915 

Asst. to Mgr. Peoria Water Wks. Co., 143-5 N. 
Jefferson St., Peoria, 111. 

Ritchie, Edgar Gowar Sept. 16, 1912 

Engr. of Water Supply, Met. Bd. of Wks., Mel- 
bourne, Australia. 
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Eoberts, Earl I. Jan. 11, 1918 

Asst. Engr. State Dept. of Hlth., Columbus, Ohio. 

Roberts, William J. Oct. 19, 1914 

Ch. Engr. Inter-County River Improvement, 401 
Court House, Tacoma, Wash. 

Robinson, Leonard C. July 18, 1907 

Supt. Water & Sewer Dept., Concord, Mass. 

Robinson, William P. June 8, 1897 

1700 East 3rd Ave., Denver, Colo. 



Rodman, George Edward June 24, 1917 

\sst. Engr. I~ 
New York, 



Asst. Engr. Dept., W. S. G. & E., 2449 Municipal BIdg., 
" " Tc,NTY. 



Rohrbach, William R. July 10, 1906 

Mgr. Sunbury Water Co., Sunbury, Pa. 

Romig, C. O. Oct. 23, 1917 

Secty. & Supt. Wtr. Sup. Co., Dennis, m. (). 

Roos, Charles M. May 18, 1913 

Supt. Cairo Water Co., Cairo, 111. 

Roper, Roswell M. May 10, 1919 

Eng. & Secty. Bd. of Water Comnrs., East Orange, 

Rosenthal, Helman June 3, 1918 

Supt. & Chf. Chmst. Water Purification Plant, 
Dallas, Tex. 

ROSENSTRETER, HERMAN Mch. 12, 1908 

Prin. Asst. Engr. of Works, Water Dept., City 
Hall, Newark, N. J. 

Ross, Charles H. July 10, 1906 

Supt. Water Dept., Brockport, N. Y. 

Ross, R. A. May 15, 1M4 

Cons. Engr., 80 St. Francis Xavier St., Montreal, 
Can. 

Rossiter, Edgar A., C.E. Oct. 14, 1918 

522 Reaper Building, Chicago, 111. 



Routlege, George Graham Mch. 11, 1919 

\sst. Supt. Water Disf " '" "" " " "' ' 
Ave., Toronto, Ont. 



Asst. Supt. Water Distb. Section, 69 Bedford Park 
' e.,To " 



Rttdderow, Maurice B. June 23, 19i4 

Mgr. Merchantville Water Co., Merchantville, N. J. 

Rue, J. A. Apr. 7, 1916 

Water Engr. Cent. 111. Pub. Service Co., 1217 Mar- 
shall Ave., Mattoon, 111. 
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Russell, Carlton A. May 19, 1919 

Chemist, City Water Co., 31 Mill St., New Castle, 
Pa. 

Russell, Norman F. S. Dec. 10. 1915 

1421 Chestnut St., Philadelphia, Pa. 

Rust, C. H. June 24, 1903 

Toronto El. Lt Co., 12 Adelaide St., Toronto, Ont. 

Ruttan, H. N. May 12, 1908 

Cons. Engr., 802 Confederation Life Bldg., Win- 
nipeg, Manitoba. 

Ryan, William G. Mar. 26, 1910 

San. Engr., 34 West St., Florence, Mass. 

Backbit, Robert L. Nov. 21, 1912 

Dean, School of Engrg., Pa. State College, State Col- 
lege, Pa. 

Salmond, James J. July 18, 1907 

Mer. Canadian Engineer, 62 Church St., Toronto, 
Ont. 

Sando, Will J. June 27, 1905 

Cons. Engr., 1338-39 Wells Bldg., Milwaukee, Wis. 

Sandquist, Gustav Apr. 19, 1919 

Foreman Filter Plant, 101 University Ave., S. E., 
Minneapolis, Minn. 

Sands, Charles G. May 9, 1916 

Supt. Gt. South Bay Water Co., Bay Shore, L. I. 

Sanmnbacher, George June 27, 1906 

Engr. & Supt. Dept. of Water, Newark, N. J. 

Sargent, George H. Aug. 26, 1916 

Supt. Water Wks. & City Engr., La Grange, Ga. 

Saunders, Frederick Walter Theodore May 12, 1908 

Port Augusta, South Australia. 

Saunders, Wm. E., E.M. July 26, 1914 

Librarian, United Gas Improvement Co., Broad & 
Arch Sts., Philadelphia, Pa. 

Saville, Caleb Mills Mch. 18, 1918 

Mgr. & Chf. Engr. Wtr. Wks., Pilgara Building, 
Hartford, Conn. 

Sawai, Junichi July 21, 1919 

Chf. Engr. Water Works, Osaka, Japan. 

Sawin, Luther R. July 14, 1916 

Bact. in Chge. of Mt. Kisco Lab., Mt. Kisco, N. Y. 

8atbr, Fbbd D, Apr. 22, 1914 

Borough Engr. & Supt. of Water, Brookville, Jef- 
ferson Co., Pa. 
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Scabth, Staniland Aug. 9, 1916 

Supt. Water, Sewer" & Lt., Newark, N. Y. 

Schaepp, Maurice R., May 14, 1914 

Prin., A.E. 1200 Jones Bldg., Pittsburgh, Pa. 

Scholz, Robert O. Feb. 19, 1916 

Asst. Engr. Dept. of Water, 45 Seymour Ave., New- 
ark, N. J. 

Schulz, C. F. July 10, 1906 

Cons. Engr., 420 Erie Bldg., Cleveland, Ohio. 

Schultz, Frank T. June 9, 1919 

Supt. Water Works, Columbia City, Ind. 

Schwabe, Walter P. Nov. 3, 1916 

Prest. & Mgr. The Thompsonville Water Co., 15 
Central St., Thompsonville, Conn. 

Schwartz, Frederick W. July 18, 1907 

439 Hamilton St., Albany, N. Y. 

Schwinn, Phil Apr. 26, 1916 

Genl. Mgr. City Wtr. Wks., Dubuque, la. 

Scott, Walter M. Mch. 11, 1914 

Cons. Engr., 188 Montrose St., River Heights, Win- 
nipeg, Manitoba. 

Shibert, Joseph Jan. 17, 1911 

Supt. Water Wks., St. Cloud, Minn. 

Sbmans, Cabl R. June 8, 1904 

Mgr. Water, Lt. & Power Co., Washington, Ind. 

Senior, Samuel Palmer July 10, 1906 

V.-Prest. & Engr. Bridgeport Hydraulic Co., 
Bridgeport, Conn. 

Sharp, John T., Jr. Apr. 27, 1910 

Supt. Elect. Lt. & Water Co., Canton, Miss. 

Shaw, A. W. Jan. 17, 1914 

Supt. Water Wks., Brandon, Manitoba, Can. 

Shaw, Walter A. July 10, 1906 

State Pub. Util., 1509 Farwell Ave., Chicago, 111. 

Shepard, James A. Apr. 5, 1918 

Supt. Bisbee-Naco Water Co., Bisbee, Ariz. 

Shepherd, A. B. May 27, 1896 

2d V.-Prest. Woodlawn Water Co., Pittsburgh, Pa. 

Shepperd, F. W. Apr. 8, 1888 

Fire & Water Engineering, 1006 East 31st St., 
Brooklyn, N. Y. 

Sherman, Charles W. May 14, 1914 

Cons. Engr., 14 Beacon St., Boston, Mass. 
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Sherman, Richard U. Mch. 12, 1910- 

407 Mayro Bldg., Utica, N. Y. 

Sherman, Richard W. Apr. 4, 1918 

Cons. Engr., 30 The Olbiston, Utica, N. Y. 

Sherman, Walter J., C.E. May 12, 1908 

The W. J. Sherman Co., Toledo, Ohio. 

Sherrerd, Morris R. June 7, 1897 

Chf. Engr., Street & Water Commission, City Hall, 
Newark, N. J. 

Shiblet, Kenneth Sept. 1, 1915 

C. & Hyd. Engr., 1218 Merchants Exch., San Fran- 
cisco, Cal. 

Shields, W. S. May 17, 1899 

1201 Hartford Bldg., Chicago, 111. 

Shoemaker, G. E. June 5, 1911 

Gen. Mgr. Water Wks., Waterloo, la. 

Showell, Edward B., Jr. Mch. 21, 1913 

133— 5th St., Carney's Point, N. J. 

Siddons, Joseph S. V. Feb. 28, 191ft 

Supt. Torresdale Filters, 1648 Dyre St., Philadel- 
phia, Pa. 

Siems, V. Bernard May 11, 1914 

Pr. Asst. Engr. City Water Dept., E. & C. Div., 
Wolfe and Oliver Sts., Baltimore, Md. 

Simin, Boris N., C.E., Jan. 10, 1911 

Razgulay 3, Moscow, Russia. 

Simonds, Fred W. May 13, 1918 

City Mgr., Elizabeth City, N. C. 

Sjoblom, M. C. Dec. 31, 1915 

Asst. Engr. State *Bd. of Health, State Capitol, 
Springfield, 111. 

Smalshaf, A. J. Dec. 26, 1 916 

Asst. San. Engr. U. S. Pb. Hlth. Svce., Colum- 
bus, Ga. 

Smith, Alva J. May 13, 1918 

City Engr. & Supt. of Water, Emporia, Kans . 

Smith, Arthur H. May 8, 1918 

Mgr. Ins. Dept., Marden, Orth & Hastings Corp., 
136 Liberty St., New York, N. Y. 

Smith, Charles Walter July 18, 1907 

336 Miller St., North Sydney, N. S. W., Australia. 

Smith, E. H. May 12, 1916 

Mgr. N. J. Water Serv. Co., 3 Ellis St., Haddonfield, 
N. J. 
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Smith, Ebnest I. Feb. 11, 1919 

Engr. Underwriters Assn. of N. Y., 700 Gurney 
Bldg., Syracuse, N. Y. 

Smith, Gordon Z. June 11, 1915 

820 Main St., Bridgeport, Conn. 

Smith, J. J. May 6, 1918 

City Engr., 433 Maple Ave., Grand Forks, N. D. 

Smith, J. Waldo June 15, 1898 

Ch. Engr. Bd. of Water Supply, Municipal Bldg., 
New York, N. Y. 

Smith, Kabl H. May 10, 1916 

Supt. Elect. Lt. & Water Wks., Grafton, N. D. 

Smith, L. B. July 21, 1915 

Mgr. Westmoreland Water Co., Greensburg, Pa. 

Smith, Mebbitt Haviland July 15, 1915 

Chf. Engr. Bureau of Water Supply, Municipal 
Bldg., New York, N. Y. 

Smith, Owen T. Sept. 7, 1893 

Supt. Water Wks., Freeport, 111. 

Smith, R. J. June 10, 1911 

Supt. Perth Hydro-Electric System, Perth, Ontario. 

Smith, W. Z. Apr. 27, 1910 

Genl. Mgr. Water Wks., 442 Luckie St., Atlanta, Ga. 

Smithbim, E. R. Apr. 3, 1919 

Secty.-Treas. Pub. Util. Comn., Box 55, Strath- 
roy, Ont. 

Smoot, L. D. June 4, 1912 

Comr. Pub. Wks., Bd. of Bond Trustees, Water 
Works & Improvement Bonds, Jacksonville, Fla. 

Snbll, Geobob H. July 10, 1906 

49 County St., Attleboro, Mass. 

Solomon, Gabriel Roberts July 11, 1913 

Cons. Engr., 1622 Candler Bldg., Atlanta, Ga. 

Spalding, Geobge R. Mch. 11, 1914 

Chem. Hackensack Water Co., New Milford, N. J. 

Speab, Walteb E., Aug. 8, 1915 

Merrick, N. Y. 

Spebbt, Walteb A. Dec. 5, 1914 

Chem. Filtn. Plant, Grand Rapids, Mich. 

Spiller, H. C. July 2, 1918 

Prest. Jackson Wtr. Sup. Co., 27 State St., Boston, 
Mass. 
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Spire, Leonard S. July 5, 1918 

Chf. Pitometer Operator, Bureau of Water, 50 Lake 
View Ave., Buffalo, N. Y. 

Stainton, H. June 26, 1916 

Waterworks Insp., Western Canada Fire Under- 
writers Assn., Box 2973, Winnipeg, Man. 

Stanfield, A. C, C.E. Dec. 24, 1914 

Pana, 111. 

Stearns, Harrington P. Jan. 26, 1914 

c/o Queens County Water Co., Far Rockaway, N. Y. 

Steele, J. A., Jr. Mch. 7, 1916 

Mgr. City Water Wks., Vicksburg, Miss. 

Stein, Milton F. June 16, 1919 

San. Engr., 6733 Lafayette Ave., Chicago, 111. 

Stephen, Charles Apr. 21, 1916 

Supt. Engr., Macdonald College, P. Q., Canada. 

Stevens, Harold C. May 9, 1914 

Cons. Engr., 150 Nassau St., New York, N. Y. 

Stevens, Harry May 12, 1916 

Cons. Engr. Union Tr. Bldg., Washington, D. C. 

Stone, E. W. July 22, 1916 

Analyst, Pueblo Water Wks., P. O. Box 818, Pueblo, 
Col. 

Stone, R. D. Dec. 16, 1915 

Prest. & Mgr., 400 Chestnut St., Philadelphia, Pa. 

Storrie, William Mch. 11, 1915 

Ch. Engr., John ver Mehr Engineering Co., 154 
Simcoe St., Toronto, Ont. 

Stover, Frederick H. June 3, 1912 

1st Lt. San. Corps, 26 Olive St., Newburyport, Mass. 

Streeter, H. W. Apr. 16, 1915 

Assoc. San. Engr. U. S. Pub. Hlth Serv., East 3rd 
and Kilgour Sts., Cincinnati, Ohio. 

Stromqttist, W. G. Nov. 3, 1914 

U. S. Public Health Service, Room 17 Court House, 
Memphis, Tenn. 



Strothman, L. E. Apr. 14, 1910 

"Eng. & Steam Turb. T 
Co., Milwaukee, Wis. 



Mgr. Pumping Eng. & Steam Turb. Dept., Allis- 
Chalmers Mfg. 



Sturges, Lee Jan. 18, 1915 

Prest. Elmhurst Spring Water Co., Elmhurst, 111. 

Sullivan, C. J. June 26, 1913 

Supt. Water Wks., 319— 2d Avenue N., Chisholm, 
Minn. 



AMERICAN WATER WORKS ASSOCIATION 75 

Surveyer, Arthur Apr. 18, 1916 

Cons. Engr., 274 Beaver Hall Hill, Montreal, Can. 

Suter, Russell Oct. 9, 1914 

Sr. Asst. Engr., Cons. Comn., Albany, N. Y. 

Suttle, Clifford B., C.E. June 10, 1919 

Asst. Treas. Tampa Water Works Co., 1007 So. 
46th St., Philadelphia, Pa. 

Sweet, E. O., C.E. May 19, 1916 

Birmingham Water Wks. Co., 1106} Virginia Ave., 
Birmingham, Ala. 

Switzer, John A. May 10, 1915 

Cons. Engr., Prof. Hyd. & San. Engrg., Univ. of 
Tenn., Knoxville, Tenn. 

Sylvester, Elbert W. June 2, 1916 

City Engr. & Supt. Pub. Wks., Municipal Bldg., Pough- 
keepsie, N. Y. 

Stmons, M. M. Feb. 8, 1915 

Ch. Engr. Interstate Water Co., 1009 W. Fairfield 
St., Danville, 111. 

Tabbr, George A. June 3, 1912 

Cons. Engr., Park Row Bldg., New York, N. Y. 

Talbot, Arthur N. Aug. 22, 1894 

Prof. Municipal & San. Engrg., Univ. of 111., Ur- 
bana, 111. 

Talbott, Frank June 7, 1904 

Supt., Secty., & Treas. Water Wks., Danville, Va. 

Tanner, Fred W., Ph.D. Nov. 1, 1914 

Bact. Dept., 365 Chem. Bldg., Univ. of 111., Urbana, 

Tanner, I. B. Aug. 20, 1919 

Supt. Water Serv. Dept., J. E. Nelson & Sons, 
118 N. La Salle St., Chicago, 111. 

Tarb, H. G. H. May 31, 1911 

400 Chestnut St., Philadelphia, Pa. 

Tatlor, George R. May 11, 1905 

San. Chem., 115 Wyoming Ave., Scranton, Pa. 

Taylor. Laurence R. Apr. 4, 1919 

Chmst. & San. Engr., 5318 Julian Ave., Indian- 
apolis, Ind. 

Taylor, Samuel A. June 10, 1902 

Cons. & Constr. Engr., 5th Floor, 2d Natl. Bk. 
Bldg., Pittsburgh, Pa. 

Taylor, Stephen H. June 3, 1919 

Asst. Supt. Water Works, 312 Municipal Bldg., 
New Bedford, Mass. 
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Taylor, W. E. July 18, 1903 

Ch. Engr. Water Co., Water St. & Big 4, Terre 
Haute, Ind. 

Taylor, Walter H. , Jr. June 9, 1919 

Dir. Pub. Wks., Municipal Bldg., Norfolk, Va. 

Thayer, Frederick C. May 12, 1908 

Prest. Kennebec Water Dist., Waterville, Me. 

Thomas, Robert J. May 16, 1900 

85— 11th St., Lowell, Mass. 

Thompson, Alvin B. July 20, 1919 

Asst. Supt. Kennebec Water Dist., Waterville, Me. 

Thompson, Charles N. May 11, 1914 

Gen. Mgr. Bucks Hill Water Co., Bucks Hill Falls, 
Pa. 

Thompson, W. H. June 9, 1919 

Mgr. Water Works, Muncy, Pa. 

Thorne, Milton Apr. 14, 1916 

Supt. Portland Water Dist., 8 Lightfoot St., Port- 
land, Me. 

Thornbll, Joseph B. Oct. 16, 1916 

Chem. Broadway Pumping Sta., Council Bluffs, 
Iowa . 

Tighe, James L. Apr. 17, 1889 

Cons. Engr., 189 High St., Holyoke, Mass. 

Tildbn, James A. Apr. 19, 1889 

Mech. Engr. Hersey Mfg. Co., Boston, Mass. 

Timonopp, V. E. May 12, 1914 

10 Shirokaia, St. Zarskoe Selo, Russia 

Tisdale, Ellis S. Aug. 26, 1916 

Asst. Engr. San. Engrg. Div., State Dept. of Health, 
Charleston, W. Va. 

Todd, William June 18, 1901 

Supt. Elect. Lt. & Water Wks., Austin, Minn. 

Tolles. Frank C. Mch. 2, 1916 

Civ. & San. Engr., 265 So. Columbus Ave., Mt. 
Vernon, N. Y. 

Tolman. Mayo Jan. 8, 1915 

Dir. Div. of San. Engrg., W. Va. State Dept. of 
Health, Charleston, W. Va. 

Tolson, Albert Jan. 29, 1916 

Supt. of Filters, Bur. of Water, Philadelphia, Pa. 

Tomlinson, Sam July 14, 1887 

100 Robinson Rd., Singapore, S. S. 
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Townley, David H. May 26, 1918 

gr., Elizabethto 

Elizabeth, N. J. 



Engr., Elizabethtown Water Co., 139 Murray St., 

Eliz " " 



Townsbnd, E. R. July 10, 1906 

Hyd. Engr., 175 W. Jackson Blvd., Chicago, 111. 

Townsend, Tulloch M. May 7, 1919 

Supt. Water Works, 447 Franklin St., Schenectady, 
N. Y. 

Toyne, J. W. May 12, 1914 

Engineer, 448 Farmers Trust Bldg., South Bend, Ind. 

Tbautwine, John C, Jr., C.E. May 27, 1916 

257 S. 4th St., Philadelphia, Pa. 

Tbavis, F. M. July 20, 1917 

Prest., The Torrington Water Co., 77 Church St., 
Torrington, Conn. 

Trax, E. C. June 6, 1911 

Chem., Filtn. Plant, McKccsport, Pa. 

Treanor, Paul W. Apr. 13, 1918 

Comr. of Water Works, City Hall, Nashville, Tenn. 

"Trbthowan, H. C. Oct. 6, 1915 

Under Secty. for Water Supply, 56 James St., Perth, 
W. Australia. 

Tribus, Louis Lincoln, C.E. May 12, 1906 

15 Park Row, New York City. 

Trow, Linden C. June 10, 1912 

Supt. Water Wks., Lake Forest, 111. 

Tuckey, Wm. R. T., B.E., A.M.I.C.E. June 16, 1919 

Engr. & Mgr. Water Works Co., Tientsin, China. 

Tuttle, Arthur S. July 10, 1906 

Asst. Ch. Engr. Bd. of Est. & Apport., Municipal 
Bldg., New York, N. Y. 

•Van Gilder. L. July 10, 1906 

Engr. & Supt. Water Dept., City Hall, Atlantic 
City, N. J. 

Van Loan, Seth M. May 12, 1914 

Genl. Supt. Bureau of Water, 702 City Hall, Phila- 
delphia, Pa. 

tan Trump, S. N. Feb. 7, 1916 

Chf. Engr. & Supt. Water Wks., Wilmington, Del. 

Veatch, Francis M. Oct. 5, 1916 

Asst. Engr., Kansas State Bd. of Health, Lawrence, 
Kan. 

Veatch, N. T., Jr. Dec. 16, 1915 

Cons. Engr., 507 Inter-State Bldg., Kansas City, Mo. 
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Vermeule, Cornelius C., C.E. 

38 Park Row, New York, N. Y. 

Vebtepetjlle, Joseph A. 

Asst. Engr. Dept. W. S. G. & E. of N. Y., 37 Briggs 
Ave., Richmond Hill, N. Y. 

Vest, W. E. 

Supt. Water Wks., Charlotte, N. C. 

VOLKHARDT, WlLLIAM 

15 Townsend Ave., Stapleton, N. Y. 

Vbooman-, Morrell 

San. Engr., Gloversville, N. Y. 

Wadsworth, G. A. 

Supt. Water Dept., Evanston, 111. 

Wagenhals, Herbert H. 

U. S. Pub. Health Service, Marine Hosp., Cincin- 
nati, 0. 

Wagner, E. G. 

Supt. Water Wks. City Hall, Lewiston, Idaho. 

Wagner, H. F. 

Chem., Bur. of Water, Lab., Col. F. G. Ward Sta., 
Buffalo, N. Y. 



Waldbn, A. E 
>t. 
Id 



Supt. & Ch. Engr., 100 W. Fayette St., Baltimore, 



Walker, Elton D. 

Cons. Engr., Hyd. & San. Engrg., 215 So. Ather- 
ton St., State College, Pa. 

Walker, Isaac 

Genl. Mgr. New Chester Wtr. Co., 564 Drexel Bldg., 
Philadelphia, Pa. 

Wall, Edward E. 

Water Comnr., 312 City Hall, St. Louis, Mo. 

Wallace, Robert B. 

Water Wks. Trustee, Council Bluffs, la. 

Walradt, Arthur E. 

140 Nassau St., New York, N. Y. 

Wanless, George G. 

Comnr. Pub. Wks., Port Huron, Mich. 

Warder, Charles 

Supt. Water Wks., Niagara Falls, Ont. 

Wardle, Andrew Nelson 

Asst. Engr. Div. of San. Engrg., State Dept. of 
Health, Charleston, W. Va. 



June 8, 1907 
May 16, 1918 

May 3, 1911 
June 11, ISO* 
Feb. 18, 1913 
May 16, 1916 
Aug. 26, 1915 

Dec. 30, 1916 
May 12, 1914 

May 12, 1908 

July 18, 1907 

Mch. 25, 1919> 

June 7, 1904 
Feb. 19, 1917 
Jan. 12, 1914 
June 10, 1919 

Jan. 8, 1916 
Sept. 8, 1916 
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Wabdwell, Everett C. July 17, 1918 

Trustee Kennebec Water Dist., Waterville, Me. 

Wabing, F. Holman Feb. 23, 1915 

Asst. Engr., Div. of San. Engrg., State Bd. of 
Health, Columbus, 0. 

Wabneb, G. H. Apr. 10, 1916 

Supt. Water Wks., St. Petersburg, Fla. 

Wabneb, William S. Oct. 5, 1916 

Chem. and Bact., Hotel du Pont, City Point, Va. 

Wabbbn, Chableb E. Apr. 29, 1912 

Trustee Kennebec Water Dist., Waterville, Me. 

W atkins, Thomas May 18, 1893 

Mech. Engr., Johnstown, Pa. 

Watters, Geobqe Lawrence Feb. 13, 1914 

Hyd. Engr., 153 S. New St., Bethlehem, Pa. 

Webster, David Louis, M.E. May 24, 1916 

Brantford Water Co., 18 Leonard St., Brantford, 
Ont. 

Webster, Edwin Roland Jan. 11, 1916 

Cons. Engr., Webster Bldg., Chicago, 111. 

Wegman, Edward June 11, 1902 

Cons. Engr., 14 Morris Crescent, Yonkers, N. Y. 

Wbhb, Albbbt H. June 18, 1901 

Prest. Baltimore County Water & Elect. Co., Bal- 
timore, Md. 

Welker, Joseph E. Jan. 20, 1916 

112 Moran St., Oil City, Pa. 

Wells, E. Kurtz, C.E. Apr. 24, 1919 

11 N. 5th St., Reading, Pa. 

Wells, Georoe M. May 5, 1918 

Cons. Engr., 40 Wall St., New York, N. Y. 

Wells, J. N. July 18, 1907 

Supt. Muncie Water Co., Muncie, Ind. 

Wells, James P. Apr. 10, 1919 

Cons. Hyd. Engr., 249 Cutter Bldg., Rochester, N. Y. 

Werner, Ray C. May 13, 1910 

Dir. Div. Wtr. Anal., State Bd. of Hlth., Atlanta, Ga. 

West, Francis D. Feb. 2, 1914 

Chemist, The Permutit Co., 440 Fourth Ave., New 
York, N. Y. 

West, Geo. F. July 24, 1911 

Prest. Biddeford & Saco Water Co., Portland, Me. 
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West, George M. Mch. 17, 1916 

Supt., 168 First St., Lehighton, Pa. 

West, Vernon F. June 19, 1914 

Treasr. Rensselaer Water Co., Box 868, Portland, Me. 

West, Warren G. Apr. 1, 1918 

Supt. & Secty., The Leadville Wtr. Co., Leadville, 
Col. 

Weston, Robert Spurr June 15, 1898 

Cons. San. Engr., 14 Beacoi St., Boston, Mass. 

Westover, George D. Apr. 15, 1911 

Genl. Mgr. Water & Lt. Co., Cadillac, Mich. 

Wetter, Clarence H. July 15, 1915 

Supt. Water Wks., Tiffin, Ohio. 

Wheeler, Major Robert C, C.E. Oct. 23, 1914 

Chf . Wtr. Sup. Sec. Const. Div. U. S. Army, 7th and 
B Sts., Washington, D. C. 

Wheeler, Samuel June 24, 1903 

Supt. Water Co., Ashland, Wis. 

Whbei.bh. Wtlliam July 10, 1906 

Cons. C. E., 14 Beacon St., Boston, Mass. 

Whipple, George C. June 7, 1904 

Cons. Engr., Pierce Hall, Harvard Univ., Cam- 
bridge, Mass. 

White. Gilbert C, C.E. May 2, 1908 

Durham, N. C. 

Whitehouse, Orville M. Apr. 3, 1919 

Supt. Filtn. Garner Print Wks., Wappingers Falls, 
N. Y. 

Whitlock, Augustus N. May 27, 1912 

Front and Fulton Sts., Chester, Pa. 

Whitman, Ezra B. Apr. 9, 1910 

Civ. & San. Engr., 139 W. Lanvale St., Baltimore, Md. 

Whitsit, Lawrence C. May 7, 1917 

City Engr., 110 California Ave., Highland Park, 
Mich. 

Whittaker, H. A. June 24, 1913 

Dir. Div. of Sanitn., State Bd. of Health, Minne- 
apolis, Minn. 

Wickham, James T. Apr. 4, 1914 

Mount Folly, Wexford, Ireland. 

Wight, H. C. May 12, 1915 

Genl. Supt., Div. of Water, Dayton, O. 
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Wiauar. Chester G., C.E. Apr. 27, 1910 

c/o Wallace & Tiernan Co., 137 Centre St., New 
York, N. Y. 

Wilcox, Frank L. Apr. 28, 1914 

Cons. Engr., Syndicate Tr. Bldg., St. Louis, Mo. 

Wilcox, William F. Apr. 15, 1910 

Supt. Central Water Wks., Ensley, Ala. 

Wilds, C. W. May 17, 1899 

Supt. Water Wks., Delaware, Ohio. 

Wilhblm, E. G. Feb. 15, 1917 

Secty.-Treas. Williamsport Water Co., Williams- 
port, Pa. 

Wilhblm, George Mch. 25, 1913 

Ch. Engr. East Bay Water Co., Oakland, Cal. 

Will, Charles K. Feb. 19, 1916 

Supt. Water Wks., 118 S. Queen St., Lancaster, Pa. 

Willard, Ebnest C, C.E. Oct. 9, 1914 

Nortonia Hotel, Portland, Ore. 

Willett, J. F. Apr. 28, 1915 

Supt. City Water Dept., Billings, Mont. 

Willett, William M. Oct. 21, 1918 

Genl. Mgr. Murphysboro Wtr. Wks., Elect. & Gas 
Lt. Co., Aurora, 111. 

Williams, Gardner S. July 10, 1906 

Cons. Engr., Cornwell Bldg., Ann Arbor, Mich. 

Williams, Howard L. Aug. 24, 1894 

Supt. Water Wks., Ludington, Mich. 

Williamson, Cliff T. June 23, 1913 

Chmn. Bd. Water Comnr., 2554 Houston Rd., Macon, 
Ga. 

Willson, William Jay June 7, 1916 

Supt. Water Wks., Greenwich, Conn. 

Wilson, Edgar K., C.E. Mch. 3, 1913 

917 Putnam Ave., Plainfield, N. J. 

Wilson, Horace Apr. 12, 1914 

Prest. & Genl. Mgr., 404 S. Clayton St., Wilming- 
ton, Del. 

Wilson, James B. Apr. 23, 1915 

Ch. Engr. & Supt., Louisville Water Co., Louisville, 
Ky. 

Wilson, Jesse H., C. E., Feb. 8, 1918 

City Engineer, Idaho Falls, Idaho 

Wilson, John Dec. 22, 1909 

300 First Nat'l Bank, Duluth, Minn. 
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Wingfield, Nisbbt Dec. 9, 1910 

Cons. Engr., Augusta, Ga. 

Winslow, C.-E. A. Jan. 30, 1915 

Yale Medical School, New Haven, Conn. 

Winslow, W. H. j une 8, 1909 

V.-Prest. Superior Water, Lt. & Power Co., Superior, 

Wis. 

Wolbert, H. E. May 26 1916 

Supt. N. Y. Inter-Urban Water Co., Mt. Vernon, ' 

N. Y. ' 

Wolman, Abel Mch. 11, 1918 

San. Engr., 16 West Saratoga St., Baltimore, Md. 

Wood, Edward R., Jb. Apr. 3, 1916 

Prest. & Treasr. Tampa Water Works Co., 401 
Chestnut St., Philadelphia, Pa. 

Wood, Walter j une 7 1904 

Prest. Millville Water Co., 400 Chestnut St., Phila- 
delphia, Pa. 

Woods, Harland Clark Aug. 8, 1919 

Prof. Civ. Eng. Roberts College, Constantinople, 
Turkey. 

Woolfolk, Henry E. Mav 22, 1912 

Supt. Water Wks., Danville, Ky. 

Worrell, M. L. June 24, 1903 

Box 205, Meridian, Miss. 

Worthen, Jesse M., M.D. June 9, 1909 

Frandsen Apartments, Reno, Nev. 

Wright, John Bertram, C.E. July 9, 1914 

Oxford, Mass. 
Wyckoff, Charles Rapelye, C. E., Apr. 2, 1918 

c/o Geo. A. Johnson, 150 Nassau St., New York, 

N. Y. 

Wynne-Roberts, R. O. Apr. 15, 1910 

40 Jarvis St., Toronto, Ont. 

Wysb, F. C. May 24, 1911 

Engr. & Supt. Sewers & Water Wks., Columbia, S. C. 

Young, C. C. Jan. 27, 1914 

State Dept. of Health, Lansing, Mich. 

Young, William R. June 8, 1904 

Registrar Water Wks., City Hall, Minneapolis, 
Minn. 

Zehr, Vratislav Adolph, M.E., C.E. Apr. 1, 1918 

Cons. Engr., Box 119, Pekin, 111. 

Zentmire, Zelma (Miss). Feb. 11 1919 

Chem. & Bact. State Bd. of Health Labs., Iowa 
City, la. 



CORPORATE MEMBERS 

Aqua Ptjra Company May 29, 1909 

701 Douglas Ave., East Las Vegas, N. M. 

Akron City Water Works Apr. 13, 1913 

102 E. Mill St., Akron, Ohio 

Alexandria Water Co. Apr. 3, 1909 

Alexandria, Va. 

American Water Works and Electric Company, Inc. June 24, 1915 

H. Hobart Porter, Prest., 50 Broad St., New 
York, N. Y. 

Auburn Water Department Mch. 8, 1911 

Auburn, N. Y. 

Baton Rouge Water Works Company Apr. 13, 1914 

Baton Rouge, La. 

Birmingham Water Company May 26, 1909 

Derby, Conn. 

Board of Fire and Water Commissioners Feb. 8, 1915 

City Hall, Kansas City, Mo. 

Board of Public Works June 24, 1915 

Water Dept., Court House, Boonville, Mo. 

Board of Water Commissioners Oct. 24, 1918 

Glens Falls, N. Y. 

Board of Water and Electric Light Commissioners May 15, 1916 

Lansing, Mich. 

Brantford Water Commissioners May 15, 1914 

Brantford, Ont. 

Bureau of Sanitary Engineering Feb. 5, 1915 

State Bd. of Health, Bowling Green, Ky. 

Bureau of Water Moh. 20, 1916 

John K. Stauffer, Supt., City Hall, Reading, Pa. 

Bureau of Water Works and Supply Apr. 18, 1910 

645 S. Olive St., Los Angeles, Calif. 

Canton Water Works June 6, 1919 

City Hall, Canton, 111. 

Cedar Rapids Water Commissioners June 23, 1913 

Cedar Rapids, Iowa. 
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Citizens Light, Heat and Power Company Feb. 23, 1914 

Tracy, Minn. 

Citizens Water Supply Co. Jan. 30. 1911 

Elmhurst, Long Island, N. Y. 

Citt of Amsterdam July 10, 1912 

Dept. Pub. Wks., Amsterdam, N. Y. 

City Water and Light Company Apr. 17, 1909 

Sault Ste. Marie, Ont. 

City op Fredericksburg, Feb. 17, 1919 

L. J. Houston, Jr., City Mgr., Fredericksburg, Va. 

Coffeyville Water Department Mch. 19, 1918 

Wm. Helmering, Comnr., Coffey ville, Kans. 

Columbia Water and Light Company Apr. 30, 1914 

Columbia, Tenn. 

Commissioner of Public Property June 29, 1912 

Newport, Ky. 

Commissioners op Public Works May 23, 1912 

Charleston, S. C. 

Corning Water Works Apr. 9, 1913 

Corning, N. Y. 

Davenport Water Co. July 7, 1919 

Davenport, Iowa. 

Dept. Legislative Reference June 16, 1919 

Horace E. Flack, Executive, City Hall, Bal- 
timore, Md. 

Department op Public Property Jan. 29, 1916 

H. M. Oldefest, Comnr., Moline, 111. 

Department or Public Service Feb. 4, 1913 

Grand Rapids, Mich. 

Department of Public Utilities Dec 17, 1917 

Rm. 302, City Hall, Portland, Ore. 

Dover Water Commissioners May 22, 1918 

Jos. V. Baker, Clerk, Dover, Morris Co., N. J. 

Dubuque City Water Works May 13, 1919 

J. W. McEvoy, Supt., Dubuque, la. 

Eagles Mere Water Company Apr. 16, 1914 

Eagles Mere, Pa. 

East Bay Water Company June 24, 1915 

Oakland, Cal. 

East Orange Board op Water Commissioners Aug. 14, 1909 

East Orange, N. J. 

Eastern Illinois Utilities Co. Mav 12 1914 

Effingham, 111. 
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Elmira Water Board Mch. 11, 1915 

Elmira, N. Y. 

Erie Commissioners Water Works May 31, 1911 

City Hall, Erie, Pa. 

Evansvillb Water Works May 7, 1909 

Evansville, Ind. 

Excelsior Springs Water, Gas and Electric Co. Apr. 5, 1910 

Excelsior Springs, Mo. 

City Water Department May 22, 1919 

J. J. Breister, Supt., Fond du Lac, Wis. 

Galt Water Commission Sept. 20, 1913 

Gait, Ontario, Canada. 

Greater Winnipeg Water District Mch. 11, 1914 

R. D. Waugh, Chm., Winnipeg, Man. 

Hopkinsville Water Company Apr. 23, 1915 

Hopkinsville, Ky. 

LaCrosse Board of Public Works June 5, 1911 

LaCrosse, Wis. 

Lake Charles Railway, Light and Water Works Co. Apr. 29, 1910 

Lake Charles, La. 

Lincoln City Water & Ltg. Dept. Mch. 6, 1919 

City Hall, Lincoln, Neb. 

Lorain Water Works July 14, 1916 

Lorain, Ohio. 

Louisville Water Co. Apr. 9, 1909 

435 S. Third St., Louisville, Ky. 

Mahoning Valley Water Company, The June 26, 1916 

Jas. J. McNally, Secty. & Treas., Youngs- 
town, Ohio. 

Manhasset-Lakeville Water District Feb. 11, 1918 

Manhasset, N. Y. 

Marion Water Company, The Mch 3 1917 

George Whysall, Supt., Marion, Ohio. ' ' 

Memphis Artesian Water Department A. P r. 28 1909 

Memphis, Tenn. ' 

Metropolitan Board Water Supply and Sewage Aug 31 1909 

Sidney, Australia. ' 

Metropolitan Water District Apr 28 1912 

Omaha, Neb. ' • ' 

Michigan State Board op Health July 13 1917 

Lansing, Mich. ' 

Millville Water Company j une n i9i 6 

Millville, N. J. 
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Mobile City Commissioners Nov. 11, 1911 

Mobile, Ala. 

Mount Cabmel Water Co. May 7, 1909 

Mount Carmel, Pa. 

Nnw Albany Water Works Feb. 10, 1910 

New Albany, Ind. 

Owbqo Water Works Company Apr. 16, 1914 

Owego, N. Y. 

Pennichuck Water Works Oct 30 1914 

144 Main St., Nashua, N. H. 

Peterborough Utilities Commission May 2, 1911 

Waterworks Dept., 253 Hunter St., Peterborough, 
Ont., Can. 

Pine Bluff Company, The May 18, 1909 

Minor Q. Woodward, Treasr., Pine Bluff, Ark. 

Preston Light & Water Co. May 31 1919 

Edward G. Heise, Secty.-Treasr., Preston, Ont. * ' 

Public Service Department Dec 24, 1914 

575 Broadway, Glendale, Cal. 

Public Utilities Commission Apr. 9, 1909 

London, Canada. 

Reno Power, Light and Water Company Feb. 2, 1913 

Reno, Nev. 

Rockford Water Department May 4, 1916 

Thomas H. Connors, Supt., Rockford, III. 

Saginaw Water Dept. Apr. 12, 1907 

Saginaw, Mich. 

San Jose Water Company Apr. 21 1918 

San Job6, Cal. 

Scranton Gas and Water Co. Jane 3, 1912 

115 Wyoming Ave., Scranton, Pa. 

Sidney Water Works Company, The Feb. 9, 1917 

Main St., Sidney, N. Y. 

South Bend Water Department Feb. 5, 1915 

James N. Luther, Supt., South Bend, Ind. 

South Easton Water Co. Dec 5, 1912 

102 S. 3d St., Easton, Pa. 

St. Thomas Water Commissioners Apr. 11, 1909 

St. Thomas, Ont. 

Stockton Water Co., The Jan 11 1918 

315 Market St., Camden, N. J. 

Suburban Water Co. of Allegheny Co. Apr. 10, 1909 

Verona, Pa. 
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Suffern Water Commissioners 
Suffern, N. Y. 

Superintendent Water Division 

Rm. 303, City Hall, Spokane, Wash. 

Sweetwater Water Co. 
National City, Calif. 

Taxpayers Municipal Water Works 
Creston, Iowa. 

Temple Water Works 
Temple, Texas. 

Trenton Water Works 
Trenton, N. J. 

United Land and Water Compan* 
Deming, N. Mex. 

Urban Water Supplt Co. 

60 Wall St., New York, N. Y. 

Vinton-Roanoke Water Co. 

Francis W. Collins, Cons. Engr., 50 Church St., 
New York, N. Y. 

Waco Water Works 

City Hall, Waco, Texas. 

Water and Light Board 

J. J. Rowan, Supt., 409 McKinley St., Hibbing, 
Minn. 

Water Works Commission 

City Hall, Ann Arbor, Mich. 

Water Works Department 

Anaconda Copper Mining Co., Anaconda, Mont. 

Waterloo Water and Light Commission 
Waterloo, Ont., Canada. 

Watertown Water Works 
Watertown, N. Y. 

Western New York Water Company 
704 Elect. Bldg., Buffalo, N. Y. 

White Deer Mountain Water Company 
114 S. Front St., Milton, Pa. 

White Plains Department of Public Works 
fm. H. Lyon, Comr. in chai 
Wks., White Plains, N. Y. 



Williamsport Water Co. 

330 Pine St., Williamsport, Pa. 

Youngstown City Water Department 

H. F. Kaercher, Supt., Youngstown, O. 
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June 10, 1911 

Apr. 5, 1912 
Apr. 24, 1909 
May 10, 1919 
Apr. 12, 1910 

May 8, 1909 
May 25, 1910 
Oct. 10, 1912 

Dec. 3, 1909 

Apr. 16, 1910 
Apr. 5, 1917 

Apr. 14, 1919 
June 4, 1910 

Jan. 20, 1915 
June 8, 1909 

Apr. 15, 1913 
May 5, 1914 

July 31, 1916 

Apr. 15, 1909 
June 10, 1919 



ASSOCIATE MEMBERS 

Addressograph Company Aug. 8, 1909 

901 W. Van Buren St., Chicago, 111. 

A.LBBRGER PuMP AND CONDENSER COMPANY Apr. 15, 1911 

140 Cedar St., New York, N. Y. 

Allis-Chalmers Manufacturing Company June 27, 1905 

Milwaukee, Wis. 

American Cabt Iron Pipe Company July 18, 1907 

Birmingham, Ala. 

American City May 25, 1918 

154 Nassau St., New York, N. Y. 

American Foundry and Manufacturing Company May 12, 1908 

10th, 11th, Hebertt & Wright Sts., St. Louis, Mo. 

American Manganese Bronze Company May 9, 1916 

Holmesburg, Philadelphia, Pa. 

American Pipe and Construction Company May 1, 1906 

112 N. Broad St., Philadelphia, Pa. 

American Steel and Wire Company June 24, 1903 

208 S. LaSalle St., Chicago, 111 

Arnold, Hoffman and Company, Inc. Nov. 21, 1913 

Box 762, City Hall Station, New York, N. Y. 

Badger Meter Manufacturing Company June 8, 1904 

8-11-7 Thirtieth St., Milwaukee, Wis. 

Baldwin, Robert C. May 11, 1915 

Sec'y & V. P., C. Lee Cook Mfg. Co., Inc., 916-930 
S. Eighth St., Louisville, Ky. 

Birch-Hintz Manufacturing Company May 11, 1914 

1100-1110 S. Kilbourn Ave., Chicago, 111. 

Bourbon Copper and Brass Works Company Apr. 17, 1884 

618 E. Front St., Cincinnati, Ohio. 

Buffalo Meter Company June 27, 1905 

2917 Main St., Buffalo, N. Y. 

Builders' Iron Foundry June 18, 1901 

9 Codding St., Providence, R. I. 

Camden Iron Works May 3, 1919 

C. D. Mathews, Mgr., Camden, N. J. 
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Canadian Engineer, The May 31, 1918 

Church and Court Sts., Toronto, Ont., Can. 

Cabbic Manufacturing Company June 1, 1916 

West Duluth Stn., Duluth, Minn. 

Central Brass Manufacturing Company, The May 7, 1917 

6203 Cedar Ave., Cleveland, O. 

Central Foundry Company, The June 24, 1903 

90 West St., New York, N. Y. 

Chapman Valve Manufacturing Company Apr. 16, 1884 

Indian Orchard, Mass. 

Chicago Bridge and Iron Company June 15, 1898 

37 W. Van Buren St., Chicago, 111. 

Clark Company, H. W. May 12, 1908 

115 S. 17th St., Mattoon, 111. 

Clow and Sons, J. B. Apr. 27, 1885 

Harrison and Franklin Sts., Chicago, 111. 

Coldwbll-Wilcox Company Apr. 17, 1914 

Newburgh, N. Y. 

Colorado Fuel and Iron Company June 24, 1897 

Denver, Colo. 

Columbian Iron Works Apr. 4, 1910 

Chattanooga, Tenn. 

Cook, A. D. Dec. 17, 1914 

Mnfr. Deep Well Pumps and Strainers, Lawrence- 
burg, Ind. 

Darling Valve and Manufacturing Company, Thb May 12, 1906 

Williamsport, Pa. 

DeLaval Steam Turbine Co. Nov. 23, 1917 

H. L. Watson, Sales Mgr., Trenton, N. J. 

Joseph Dixon Crucible Company May 8, 1915 

Jersey City, N. J. 

Donaldson Iron Co. Nov. 23, 1917 

Emaus, Lehigh Co., Pa. 

Dravo-Doyle Co. May 12, 1914 

Thos. E. Doyle, Prest. Diamond Bank Bldg., 
Pittsburgh, Pa. 

Dresser Manufacturing Company. S. R. June 7, 1904 

Mfr. Pipe Couplings and Sleeves, Bradford, Pa. 

du Pont de Nemours & Co., E. I. May 12, 1908 

P. S. Tilden, Dctr. of Sales, 5148 duPont Bldg., 
Wilmington, Del. 

East Jersey Pipe Company, The May 24, 1906 

50 Church St., New York, N. Y. 
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Eddy Valve Manufacturing Company June 24, 1886 

Waterford, N. Y. 

~El Ingeniero y Contratista June 6, 1919 

C. L. Marsh, Mgr., 161 Water St., New York, N. Y. 

Electro Bleaching Gas Company Apr. 2, 1913 

18 East 41st St., New York, N. Y. 

Engineering News-Record May 31, 1918 

10th Ave. at 36th St., New York, N. Y. 

Engineering and Contracting May 13, 1918 

608 S. Dearborn St., Chicago, 111. 

Farnan Brass Works Company, The May 18, 1892 

1104 Center St., Cleveland, Ohio. 

Eire & Water Engineering June 28, 1919 

318 West 39th St., New York, N. Y. 

Fletcher, George A. Apr. 4, 1919 

McNutt Meter Box Co., 28 S. Walnut St., Brazil, Ind. 

Flexible Armored Hose Corporation May 19, 1919 

• Frederick E. Paradls, Prest., 752 Main St., Buf- 
falo, N. Y. 

Flower Valve Manufacturing Company June 7, 1909 

Detroit, Mich. 

Ford Meter Box Company May 12, 1908 

Wabash, Ind. 

Fox and Company, John June 28, 1909 

253 Broadway, New York City, N. Y. 

Foxboro Co., Inc., The June 6, 1919 

Foxboro, Mass. 

•Gamon Meter Company May 19, 1918 

Newark, N. J. 

Garlock Packing Company May 12, 1908 

Palmyra, N. Y. 

Gbnbral Chemical Company June 11. 1902 

112 W. Adams St., Chicago, 111. 

Gillespie, T. A. June 7, 1904 

Prest. T. A. Gillespie Co., 50 Church St., New York, 

N. Y. 

Glamorgan Pipe and Foundry Company, The Nov. 6, 1907 

Lynchburg, Va. 

Glauber Brass Manufacturing Company June 7, 1904 

4917 Superior Ave., Cleveland, Ohio. 

•Gould, Norman J. July 10, 1906 

Prest. The Goulds Mfg. Co., Seneca Falls, N. Y. 
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Gurley, W. & L. E. Apr. 16, 1919 

514 Fulton St., Troy, N. Y. 

Hauck Mfg. Co. Apr. 30, 1919 

101-113 11th St., Brooklyn, N. Y. 

Hats Manufacturing Company Mch. 15, 1882 

Erie, Pa. 

Hbrsby Manufacturing Compant July 14, 1887 

South Boston, Mass. 

International Filter Compant Nov. 30, 1915 

38 S. Dearborn St., Chicago, III. 

Irving Iron Works Co. Apr. 22, 1919 

3rd and Creek Sts., Long Island City, N. Y. 

Jarecki Chemical Compant June 8, 1909 

St. Bernard Sta., Cincinnati, Ohio. 

Kalbfleisch Corporation June 8, 1909 

31 Union Square, W., New York, N. Y. 

Kellogg and Compant, E. H. July 14, 1887 

243 South St., New York, N. Y. 

Kennedy Valve Manufacturing Company, The Mar. 24. 1911 

M. E. Kennedy, Treas., Elmira, N. Y. 

Larner, Chester W. Jan. 17, 1919 

Prest. Larner-Johnson Valve & Enrg. Co., 1042 Wide- 
ner Bldg., Philadelphia, Pa. 

Latne and Bowler Compant June 5, 1916 

Memphis, Tenn. 

Lead Lined Iron Pipe Company, The Oct. 15, 1898 

Wakefield, Mass. 

Lbadite Company, Incorporated, The Feb. 10, 1910 

Land Title Bldg., Philadelphia, Pa. 

Lbnnig and Compant, Incorporated, Charles May 21, 1912 

Bridesburg, Philadelphia, Pa. 

Linthicum, E. E. May 17, 1916 

V.-Prest. Natl. Cast Iron Pipe Co., Birmingham, 
Ala. 

Lock Joint Pipe Company Oct. 6, 1915 

Box 21, Ampere, N. J. 

Lockwood, H. S. Apr. 16, 1917 

Sales Agt., Sulphate Dept. Amer. Steel & Wire Co., 
30 Church St., New York, N. Y. 

Ludlow Valve Manufacturing Compant Mch. 15, 1882 

Troy, N. Y. 
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Lynchburg Foundby Company June 6, 1916 

Lynchburg, Va. 

McGowan Company, John H., The May 26, 1913 

910 Fourth Natl. Bank Bldg. Cincinnati, Ohio. 

McQuistan, Andrew Nisbet Dec. 12, 1914 

Ironfounder, Craigward, Busby, near Glasgow, 
Scotland. 

Mabitimo Coating Corpobation Feb. 19, 1917 

Bayard N. Cole, Sales Mgr., 1733 Grand Central 
Terminal, New York, N. Y. 

Modern Ibon Works June 27, 1905 

Quincy, 111. 

Mueller Manufacturing Company, H. Mch. 15, 1882 

Decatur, 111. 

Multiplex Manufacturing Company May 7, 1914 

Berwick, Pa. 

Municipal Journal May 25, 1910 

243 West 39th St., New York, N. Y. 

Musson, E. T. Apr. 4, 1919 

Mgr. Canadian Cartridge Co., 294 Park St., S., 
Hamilton, Ont. 

National Meter Company Mch. 15, 1882 

299 Broadway, New York, N. Y. 

National Water Main Cleaning Company July 10, 1906 

50 Church St., New York, N. Y. 

Nelson & Sons, Joseph E. Sept. 4, 1919 

118 N. La Salle St., Chicago, 111. 

Neptune Meter Company Aug. 22, 1894 

50 E. 42d St., New York, N. Y. 

New York Continental Jewell Filtration Company Apr. 18, 1891 

P. O. Box A., Nutiey, N. J. 

Norwood Engineering Company Apr. 28, 1915 

Florence, Mass. 

Pacific Flush Tank Company June 10, 1911 

Singer Bldg., New York, N. Y. 

Parsons Co., The Apr. 29, 1918 

Newton, Iowa. 

Pennsylvania Salt Manufacturing Company, The June 24, 1903 

Widener Bldg., Philadelphia, Pa. 

Permutit Co., The Mch. 11, 1914 

440 Fourth Ave., New York, N. Y. 
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Pitometek Company, The July 10, 1606 

25 Elm St., New York, N. Y. 

Pittsburg Filter Manufacturing Company June 27, 1905 

Fanners Bk. Bldg., Pittsburgh, Pa. 

Pittsburgh Meter Company June 15, 1808 

East Pittsburgh, Pa. 

Pittsburgh Testing Laboratory May 8, 1915 

612-620 Grant St., Pittsburgh, Pa. 

Pittsburgh-Des Moines Steel Company Apr. 17, 1914 

Pittsburgh, Pa. 

Platt Iron Works Company June 18, 1901 

Dayton, Ohio. 

Portland Cement Association Oct. 23, 1917 

111 W. Wash ngton St., Chicago, 111. 

Pratt & Cady Company. Inc. Apr. 6, 1907 

Lock Box 66, Stn. A, Hartford, Conn. 

R. U. V. Company, The June 6, 1917 

7 Burritt Ave., South Norwalk, Conn. 

Rensselaer Valve Company May 12, 1890 

Troy, N. Y. 

Richakdson-Phenix Co., The June 6, 1919 

Milwaukee, Wis. 

Roberts, Charles V. Mch. 23, 1910 

Prest. Roberts Filter Mfg. Co., Darby, Philadel- 
phia, Pa. 

Ross Valve Manufacturing Company, Inc. Apr. 18, 1891 

Oakwood Avenue, Troy, N. Y. 

S. E. T. Valve and Hydrant Company Apr. 5, 1912 

50 Church St., New York, N. Y. 

8anitary Company op America, The June 3, 1912 

Linfield, Pa. 

Sanitation Corporation Apr. 17, 1915 

50 Church St., New York, N. Y. 

Savage Co., W. J. May 31, 1919 

Knoxville, Tenn. • 

Schram & Son, Chris D. Mch. 24, 1917 

308 N. 4th St., Philadelphia, Pa. 

Simplex Valve and Meter Company May 14, 1914 

5722 Race St., Philadelphia, Pa. 

Smith Manufacturing Company, A. P July 14, 1914 

East Orange, N. J. 
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Standard Asphalt and Refining Co. May 12, 190* 

208 S. La Salle St., Chicago, 111. 

Stewarts and Lloyds Jan. 29, 1917 

Publication Department, 41 Oswald St., Glasgow, 
Scotland. 

Sullivan Machinery Co. Mch. 31, 1915- 

122 S. Michigan Ave., Chicago, 111. 

Taylor Company, W. P. Mch. 15, 188* 

218 Ellicott Sq., Buffalo, N. Y. 

Thomson Meter Company Apr. 15, 1891 

100 Bridge St., Brooklyn, N. Y. 

Union Water Meter Company Mch. 15, 1882 

33 Hermon St., Worcester, Mass. 

United Brass Manufacturing Company May 25, 1914 

Cleveland, Ohio. 

United Lead Company May 12, 1908 

111 Broadway, New York, N. Y. 

United States Cast Iron Pipe and Foundry Company June 11, 1892 

1421 Chestnut St., Philadelphia, Pa. 

United States Rubber Co. Apr. 29, 1918 

1790 Broadway, New York, N. Y. 

Wallace and Tiernan Company Apr. 23, 1915 

349 Broadway, New York, N. Y. 

Warren Foundry and Machine Company Mch. 4, 1911 

11 Broadway, New York, N. Y. 

Water Works Equipment Company July 10, 190ft 

Rms. 1950-51, 50 Church St., New York, N. Y. 

Wolff, S. Oct. 11, 1915 

Dist. Mgr., DeLaval Steam Turb. Co., 629 Peoples 
Gas Bldg., Chicago, 111. 

Wood and Company, R. D. Apr. 16, 1884 

400 Chestnut St., Philadelphia, Pa. 

Woods, Floyd F. May 14, 1915 

Sales Mgr. Epping Carpenter Pump Co., 1376 Mon- 
tezuma St., Pittsburgh, Pa. 

Worthinoton Pump and Machinery Corporation June 18, 1901 

115 Broadway, New York, N. Y. 

Wyckoff and Son Company, A. July 18, 1907 

Elmira. N. Y. 



GEOGRAPHICAL DISTRIBUTION OF MEMBERS 



ALABAMA: Active 8; Corporate 1; Associate 2; Total 11 

ACTIVE 



*-™« {Sfttfb?- 

Enslby Wilcox, W. F. 

Montgomery Hazlehurst, G. H. 



Seale Chipley, D. 

Selma Jones, J. W. 

Sheffield Johnson, H. B. 

Tuscaloosa Abbott, C. E. 



CORPORATE 

Mobile. .Mobile City Commission 

ASSOCIATE 

c,„.,„.,.-,x,.w / American Cast Iron Pipe Co. 
Birmingham | Linthicum . E E- 



ARIZONA: Active 3; Total 3 



ACTIVE 



Ajo DuMoulin,W. L. 

Bisbee Shepard, J. A. 

Flagstaff Giclas, Eli 

ARKANSAS: Active 1; Corporate 1; Total 2 

Active 
Little Rock Bair, M. Z. 

corporate 
Pine Bluff Pine Bluff Co. 

CALIFORNIA: Active 25; Corporate 5; Honorary 1; Total 31 

active 



Alhambra. 
Berkeley . 



Hanford 

Los Angeles. . 

Oakland 



...Pollard, S. G. 

Gillespie, C. G. 

Goudey, R. F. 

Hyde, C. G. 

Jenks, H. N. 

Klaus, F. J. 

Lee, C. H. 

Isaacs, F. N. 

Dessery, F. C. 
Finkle, F. C. 
Hilscher, R. 

/ Gilman, C. E. 
• • \ Wilhelm, G. 



Pacific Grove 
Pasadena 



San Francisco 



Stockton . 



Olmsted, C. S. 

Allin, T. D. 

Dockweiler, J. H. 

Elliott, G. A. 

Flaa, I. E. 

Hunter, T. B. 

Mohrhardt E. F. 

O'Shaughnessy, 

M. M. 

Pracy, G. W. 

Rice, P. D. 
[ Shibley, K. 
Hall, J. W. 
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CORPORATE 

G lend alb. . .Public Service Department 
Los Angeles. . .Bureau of Water Works 

and Supply 
National Citt. .Sweetwater Water Co. 

Oakland East Bay Water Co. 

San Jose San Jos6 Water Co. 

HONORARY 

Berkeley LeConte, L. J. 

COLORADO: Active 8; Associate 1; Total 9 

ACTIVE 

Brush Leerskov, A. D. Denver Robinson, W. P- 

Colorado Springs, Ft. Collins Bennett, A. N- 

McReynolds, B. B. Leadville West, W. G- 

Denver Catchpole, C T. !>„„„,„ / Porter, D. P- 

FUEBLO ^ gt()nej g w 

ASSOCIATE 

Denver... .Colorado Fuel & Iron Co. 
CONNECTICUT: Active 21; Corporate 1; Associate 2; Total 24 



ACTIVE 



Ansonia Davis, F. J. 

BH.DGEPORT {l e m fh;aZ: 

Danbury Raymond, G. B. 

Greenwich Willson, W. J. 

Berry, F. D. 

Howard, F. E. 
Hartford < Newlands, J. A. 

Peck, E. M. 
. Saville, C. M. 



New Haven . . 



So. Norwalk.. 



' Bachman, F. 
Hill, A. B. 
Mickle, F. L. 
Minor, E. E. 
Winslow, C.-E. A. 
f Case, R. E. 
1 Rider, J. B. 

Southington McKenzie, S. H. 

Stamford Hatch, E. L. 

Thompsonville Schwabe, W. P. 

Torrington Travis, F. M. 



corporate 
Derby Birmingham Water Co. 

associate 

Hartford Pratt & Cady Co. 

South Norwalk R. U. V. Co. 



DELAWARE: Active 6; Associate 1; Total 7 

active 



Wilmington. . . 



Alexander, M. 
Coxe, W. G. 

Feeney, A. J. 



Wilmington . . . 



' Hoopes, E. M. 

van. Trump, S. N. 
. Wilson, H. 



Associate 
Wilmington,.. .DuPont de Nemours Co., I. E. 
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DISTRICT OF COLUMBIA: Active 8; To*al 8 



ACTIVE 



iBrower, I. C. 
&,l.I: 
Fischer, W.A. 

FLORIDA: Active 8; Total 8 



Washington . . 



f Hardy, E. D. 
I Howell, D. J. 
* ] Stevens, H. 
I Wheeler R. C. 



ACTIVE 



Dattona Main, G. A. 

f Harrub, C. N. 
Jacksonville i Murphy, L. E. 

[ Smoot, L. D. 

GEORGIA: Active 12; Total 12 



Miami Hyman, H. H. 

Orlando Cheney, J. Y. 

St. Petersburg Warner, G. H. 

Tampa McFarland, C. R. 



ACTIVE 



Clayton, R. M. 

Rapp, W. M. 
Atlanta < Smith, W. Z. 

Solomon, G. R. 
. Werner, R. C. 
Augusta Wingfield.N. 

IDAHO: Active 2; Total 2 



Brunswick Conant, E. R. 

Columbus Smalshaf , A. J. 

Commerce Caston, D. L. 

La Grange Sargent, G. H. 

»t.™»t J Kinnett, J. D. 

Macon 1 Williamson, C. T. 



ACTIVE 



Idaho Falls Wilson, J. H. 

Lewiston Wagner, E. G. 

ILLINOIS: Active 95; Corporate 4; Associate 16; Total 115 



ACTIVE 



A — {Ser, J C A T. 

Aurora ! Barclay, W. E. 

AUROBA \ Willett, W. N. 

Bbardstown I Aldrich » A - C. 

BBARDSTOWN j Angier, E. E. 

Blue Island Hammond, R. B. 

Cairo Roos, C. M. 

C arlinville Castle, G. J. 

Champagne Amsbary, F. C. 



HICAQO. 



Alvordj J. W. 
Bauereisen, R. J. 
Bemis, E. W. 
Burdick, C. B. 
Davidson, G. M. 
DeBerard, W. W. 
Ellis, G. R. 
Engel, P. N. 
French, D. K. 
Gerber, W. D. 
Greeley. S. A. 
. Green, P. E. 



Chicago. 



Hadden, S. C. 
Hecht, J. L. 
Howson, L. R. 
Jennings, C. A. 
Jordon, E. O. 
Keeler, H. E. 
Knowles, C. R. 
Lucas, H. L. . 
McClenahan, W. ' 
Maury, D. H. 
Maxwell, D. H. 
Mory, A. V. H. 
Mowry, R. B. 
Pearse, L. 
Phillips, T. C. 
Rossiter, E. A. 
Shaw, W. A. 
Shields, W. S. 
Tanner, I. B. 
Townsend, E. R. 
Webster, E. R. 
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D — {& M M.M. 

Decatur Pownall, W. A. 

E- St. Louis {g^gj% 

Elgin Kohn, C. L. 

Elmhubst Sturges, L. 

Evanston Wadsworth, G. A. 

Faibbuby Burns, T. W. 

Fbebpobt Smith, O. T. 

Fulton O'Rourke, J. 

Jacksonville Hatfield, W. D. 

Joliet O'Callahan, C. D. 

Kankakee Cobb, C. H. 

Lake Forest Trow, L. C. 

Lincoln MacDonald, E. 

f Clark, H. W. 
Mattoon \ James, C. L. 

[ Rue, J. A. 

Mt. Carmel Barnard, P. 

Pana Stanfield, A. C. 

Peon (K^W' 

\ Zehr, V. A. 

f Crozier, R. 

Peoria { Fritze, L. A. 

(Harman, J. A. 



Peoria /Morgan, H. B. 

FEOBIA \Ringness, H. 

Quincy Gelston, W. R. 

*ock Island {Murr^A. 

Rockford Bulkeley, O. E. 

Shelbtville Chester. C. E. 

Bennett, C. G. 
Cowles, M. W. 
Drake, C. St.C. 

Springfield Ferguson, H. F. 

Hansen, P. 
Reid, W. 
[ Sjoblom, M. C. 

Streater Huggans, D. E. 

Taylorville Dappert, J. W. 

Babbitt, H. E. 
Bartow, E. 
Enger, M. L. 
Fleming, V. R. 
Habermeyer, G. C. 
Parr, S. W. 
Talbot, A. N. 
I Tanner, F. W. 
Waukeqan Allen, W. J. 



Urban a. 



CORPORATE 

Canton Canton Water Works. 

Effingham. . .Eastern Illinois Utilities Co. 

Moline Dept. of Public Property. 

Rockford Rockford Water Dept. 



Chicago. 



associate 

Addressograph Co. 
Amer. Steel & Wire Co. 
Birch-Hints Mfg. Co. 
Chicago Bridge & Iron Co. 
Clow & Sons, J. B. 
Engineering & Contracting 
General Chemical Co. 
International Filter Co. 
Nelson & Sons, J. E. 
Portland Cement Association 
Standard Asphalt and Refining Co. 
Sullivan Mchy. Co. 
Wolff, S. 



Decatur Mueller Mfg. Co., H. 

Mattoon Clark Co., H. W. 

Qdincy Modern Iron Works 
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INDIANA: Active 22; Corporate 3; Associate 3; Total 28 



ACTIVE 



Columbia City Schultz, F. T. 

Gary Luscombe, W. 

Goshen .Harding, V. A. 

{ Brossman, C. 

Craven, J. A. 

Garman, H. 0. 

Hurd, C. H. 

Jordan, F. C. 

Kirk, C. L. 
I Taylor, L. R. 
LaPorte Harding, J. H. 



Indianapolis. 



Muncie Wells, J. N. 

Richmond Dill, H. A. 

f Ayres, T. H. 
South Bend Luther, J. N. 

[ Toyne, J. W. 

T — =«» {rgD.w.K 

v — - {S23&2 

Wabash Klare, R. W 

Washington Semans, C. R 



corporate 



Evansville Evans ville Water Works 

New Albany. . New Albany Water Works 
South Bend South Bend Water Dept. 



associate 



Brazil Fletcher, George A. 

Lawrenceburg. Cook, A. D. 

Wabash Ford Meter Box Co. 



IOWA: Active 42; Corporate 4; Associate 1; Total 47 



active 



Ames Nichols, C. S. 

[ Ehrhart, C. L. 

Boone • Lindblom, A. 

[ McCormick, R. 

Burlington Lawlor, F. D. H. 

Carroll Beiter, G. C. 

Cedar Rapids Holbrook, R. H. 

Colfax Donahue, J. P. 

Coppock, W. 
Etnyre, S. L. 
Jensen, J. C. 
Maloney, T. 
Thornell, J. B. 
[ Wallace, R. B. 

Cbeston Croxen, C. A. 

Davenport Henderson, C. R. 

'Denman, C. S. 
Evinger, M. I. 
Higgins, L. 
Kastberg, K. C. 
, Kinnaird, R. N. 



Council Bluffs. 



Dbs Moines. 



( Kirkpatrick, E. T. 

Des Moines Luce, A. T. 

[ Maffitt, D. L. 

Dubuque Schwinn, P. 

Ft. Dodge Pray, J. W. 

Ft. Madison Kern, P. 

f Dunlap, J. H. 

Iowa City i Hinman > Ja <* J-, Jr. 
iowa oity < Hogtetler> w A 

(Zentmire, Z. 

Jefferson Gray, P. 

Mason City Judd, W. A. 

Mt. Pleasant McMillan, T. W. 

Muscatine Molis, W. 

Osealoosa Hawkins, H. C. 

Ottumwa Brown, H. A. 

fCarlin.P. 
Sioux City Gaynor, K. C. 

[ Lewis, J. M. 

Waterloo Shoemaker, G. E. 

Waukon Cowan, J. D. 



corporate 

Cedar Rapids Cedar Rapids Water Commissioners 

Creston Taxpayers Municipal Water Works 

Davenport Davenport Water Co- 

Dubuque Dubuque City Water Works 

associate 
Newton Parsons Co., The 
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KANSAS: Active 8; Corporate, 1; Total 9 

ACTIVE 

Atchison Chisham, J. M. f Haskins, C. A. 

Chanute Pratt, C. Lawrence • Quigley , L. A. 

Emporia Smith, A. J. ( Veatch, F. M. 

Kansas City Chapman, L. H. Wellington Mavity, J. W. 

CORPORATE 

Coppeville. Coffey ville Water Dept. 
KENTUCKY: Active 12; Corporate 4; Associate 1; Total 17 

ACTIVE 

Ashland Patton, W. S. f Kreiger, A. A. 



Bellevde Hornung, G. 

Catmsttsburg Patton, W. A. Louisville. 

Danville Woolfolk, H. E. 

Lebanon Rains, J. M. 



Long, G. J. 
McGonigale, W. J. 

Morris, J. S. 
Wilson, J. B. 



Lexington Cramer, W. S. Winchester Attersall, C. F. 

corporate 

Bowling Green Bureau of San. Eng. State Bd. of Health 

Hopkinsville Hopkinsville Water Co. 

Louisville Louisville Water Co. 

Newport Commissioners of Public Property 

associate 
Louisville Baldwin, Robert C. 

LOUISIANA: Active 8; Corporate 2; Total 10 

active 

Lake Charles Landry, J . A. N f Eastwood, J. T. 

Monroe Kirkpatrick, W. G. JNEW UKLBANS - ■■■{ Fowler, E. A. 

"™ 0«-a» { Sft £ °' Shreveport { &jfr£ L L - 

corporate 

Baton Rouge Baton Rouge Water Works Co. 

Lake Charles. . .Lake Charles Railway, Light and Water Works Co. 

MAINE: Active 18; Total 18 

ACTIVE 

Bangor /Brown, W.I. fThorne, M. 

BANa0B \ Powell, A. C. Portland { West, G. F. 

Biddbpord Burnie, A. N. [ West, V. F. 



Brunswick Bowker, C. L 

Fairfield! / ? T ? nno I r / & R " 



fe3 7 » Waterville J Thayer, F. C 



f Graham, J. W 



Boutelle, G. K. 
Hall, A. S. 



Thompson, A. B. 



Portland { Newhall, W. G. Wardwell, E. C. 

i Payson, E. R. { Warren, C. E. 
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MARYLAND: Active 16; Corporate 1; Total 17 



ACTIVE 



Baltimore. 



Adams, H. 
Armstrong, J. W. 
Baylis, J. R. 
Clemmitt, R. L. 
Gregory, J- H. 
Morse, R. B. 
Powell, 8. T. 
. Quick, A. M. 



Siems, V. B. 

Walden, A. E. 
Baltimore \ Wehr, A. H. 

Whitman, E. B. 
\ Wolman, A. 

Cumberland Fowler, A. G. 

Hagerstown Heard, A. 

Hyattsville Hall, H. R. 



corporate 
Baltimore Dept. Legislative Reference 

MASSACHUSETTS: Active 40; Associate 6; Total 46 



ACTIVE 



Boston. 



Attleboro Snell, G. H. 

' Barbour, F. A. 

Foss, W. E. 

French, E. V. 

Killam, S. E. 

Metcalf, L. 

Miller, H. A. 

Sherman, C. W. 

Spiller, H. C. 

Tilden, J. A. 

Weston, R. S. 
I Wheeler, W. 

Brockton Kingman, H. 

Bbooklinb Hale, R. K. 

Cambridge Whipple, G. C. 

Concord Robinson, L. C. 

Dorchester Mclnnes, F. A. 

Florence Ryan, W. G. 

Framingham Adams, A. D. 

Ho ™- {SghVi.L. 



Lowell / Rice > C - L - 

L,0WKLL \ Thomas, R. J. 

Lynn Newsom, R. J. 

Millbury Mallalieu, W. C. 

New Bedford / Coggeshall, R. C. P. 

JNEW BEDFORD j Taylor g jj 

Newburyport Stover, F. H. 

North Attleboro Plattner, W. 

Oxford Wright, J. B. 

Reading Bancroft, L. M. 

SoUTHBRIDGE Abbott, C. H. 

Springfield Lochridge, E. E, 

Waltham Armstrong, R.. W. 

Wellesley Hersey, F. C, Jr. 

Wellesley Hills Fuller, F..L, 

West Somerville.. . Lacount, H. 0. 
Willi amstown Mears, B. 

Worcester / Batchelder, G, W. 

Worcester \ Matte. H. P.T.: 



ASSOCIATE 

Florence Norwood Engineering Co. 

Foxboro Foxboro Co., The 

Indian Orchard Chapman Valve Mfg. Co. 

South Boston Hersey Mfg. Co. 

Wakefield Lead Lined Iron Pipe Co. 

Worcester '. Union Water Meter Co. 

MICHIGAN: Active 31; Corporate 5; Associate 1; Total 37 



active 

IAyres, L. E. 
Hoad, W. C. 
Holland, R. K. Detroit. 
Williams, G. S. 

Bat City Dawson, R. C. 

Cadillac Westover, G. D. 



Clancy, L. J. 
Dow, A. 
Hubbell, C. W. 
Leisen, T. A. 
Mayo, W. B. 
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Escanaba Hatton, W. J. 

f Baldwin, F. N. 
Flint { Buzzell, R. S. 

[Pearson, W. M. 
Grand Rapids Sperry, W. A. 

HlOHLANDPAHKJ^pW.G. 

Iron Mountain Croll, E. A. 

Jackson England, R. G. 

u-. ri „.„ /Miller, C. L. 

Kalamazoo \R ee d,W.F. 



Lansing Young, C. C. 

Luddington Williams, H. L. 

Marquette Johnston, W. J. 

Monroe Brisbin, G. W. 

Mt. Clemens Keils, A. 

Pontiac Monroe, H. L. 

Po- Huron {wanles^G.G. 

Saginaw Eymer, H. H. 



corporate 

Ann Abbor Water Works Commission 

Grand Rapids Department of Public Service 

t .»T=i»T^ J Board of Water and Electric Light Commissioners 
l,ansing. j Michigan state Board of Health 

Saginaw Saginaw Water Department 

associate 
Detroit Flower-Valve Mfg. Co. 

MINNESOTA: Active 36; Corporate 2; Associate 1; Honorary 1; Total 40 



active 

Austin Todd, W. E 

Chisholm Sullivan, C. J. 

Crookston Peterson, E. 

f Kelly, E. W. Minneapolis. 

Duluth \ Reed, D. A. 

{ Wilson, J. 

Eveleth Forristel, F. E. 

Fergus Falls Leach, W. J. Rochester. . . 

Gilbert Cosgrove, P. R. St. Cloud 

Gladstone Feist, M. 

Hibbing Foster, C. 

Bass, F. H. 

Birdsall, L. I. q™ d.™ 

Calkins; W.N. St. Paul 

Cappelen, F. W. 
Chadwick, E. T. 
Colehour, R. A. 
Jensen, J. A. Virginia 



Minneapolis. 



f Johnson, E. W. 
I Jones, W. N. 
I Mellen, A. F. 

Newell, C. W. 
( Sandquist, G. 
I Whittaker, H. A. 
(.Young, W. R. 

Holmes, M. G. 

Seibert, J. 

' Blomquist, H. F. 

Childs, J. A. 

Crowley, C. M. 

Farnsworth, S. A. 

Flanagan, J. C. 

Goss, M. N. 

Keller, O. E. 

Kelsey, J. W. 
..Harding, C. T. 



corporate 



Hibbing. .Water and Light Board 

Tracy Citizens Light, Heat and Power Co. 



Duluth . 



associate 
Carbic Manufacturing Co. 



honorary 
St. Paul Bement, R. C. B. 
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MISSISSIPPI: Active 5; Total 5 

ACTIVE 

•Canton Sharp, J. T. Meridian Worrell, M. L. 

Hattiesburq Jonea, B. Vicksburq Steele, J. A., Jr. 

Yazoo City Butler, J. S. 

MISSOURI: Active 31; Corporate 3; Associate 1; Honorary 1; Total 36 



ACTIVE 



Hannibal Freiling, H. J. 

Independence Gallagher, H. A. 

J -'™ B80NCit y{Lan d dmann,L.B. 

Anderson, J. F. 

Archer, E. T. 

Bardwell, R. C. 

Benham, W. L. 
Kansas City . . ] Black, E. B. 

Burns, C. S. 

McDonnell, R. E. 

Nighswonger, H.W. 
IVeatch, N.T. 

Sedalia Andrews, L. P. 

Spbinqfibld Pate, R. L. 



St. Louis. 



' Allison, J. E. 

Black, G. G. 

Coult, F. H. 

Cutts, F. T. 

Daily, C. M. 

Day, L. A. 

Fuller, W. A. 

Graf, A. V. 

Henby, W. H. 

Hollman, E. E. 

Montfort, W. F. 

Nolte, A. G. 

Phillips, C. F. 

Phillips, H. 

Wall, E. E. 
I Wilcox, F. L. 



CORPORATE 

Boonville Board of Public Works. 

Excelsior Springs. .Excelsior Springs Water Gas and Electric Co. 
Kansas City Board of Fire and Water Commissioners. 

ASSOCIATE 

St. Louis American Foundry & Manufacturing Co. 

HONORARY 

St. Louis Holman, M. L. 



MONTANA: Active 4; Corporate 1; Total 5 

active 

Billings Willett, W. F. Butte Carroll, E. 

Bozeman Cobleigh, W. M. Miles City Pruett, G. C. 

corporate 
Anaconda Water Works Dept. Anaconda Copper Mining Co. 

NEBRASKA: Active 7; Corporate 2; Total 9 

ACTIVE 

Lincoln Letton, H. P. n / Larmon, F. P. 

Nebraska City Jensen, M. A. UMAHA \ Prince, G. T. 

/\„._.- /Barr, W. M. Plattsmouth Minor, L. O. 

° MAHA \Knouse,H.V. 

corporate 

Lincoln Lincoln City Water and Lighting Dept. 

Ox ah a Metropolitan Water District. 
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NEVADA: Active 3; Corporate 1; Total 4 

ACTIVE 

Goldhkd Patrick, C.G. Reno { WoThen" ^M* 

CORPORATE 

Reno Reno Power, Light & Water Co. 

NEW HAMPSHIRE: Corporate 1; Total 1 

CORPORATE 

Nashua Pennichuck Water Works 

NEW JERSEY: Active 67; Corporate 6; Associate 7; Total 80 



Atlantic Citt Van Gilder, L. 

Boonton Breitzke, C F. 

Bound Brook {S S A J -H R - 

Bridgeton Fredrick, W. D. 

tj „„„.„„„„„ / Conard, W. R. 

Burlington j Prob ' g- R 

f Fithian, F. S. 
Camden \ Jones, W. C. 

I Long, J. H. 
Carney's Point. . Showell, E. B., Jr. 
Collingswood Borden, M. M. 



f Halpin, T. F. 

_ . 



East Orange \ Reimer, A. A. 

[Roper, R. M. 
f Booth, L. M. 

Elizabeth -j Powers, J. 

ITownley, D. H. 

Glen Ridge Brooks, J. E. 

Haddonfield Smith, E. H. 

Hoboken Anderson, R. M. 

Jamesburg Foersterling, H. 

Corbin, C. K. 

Fischer, C. H. 

Henry, E. W . 

LaTourrette, F. 
[ McLaughlin, G. E. 

Leonia Buswell, A. M. 

Little Falls Green, F. W. 

Merchantville Rudderow, M. B. 

Montclair Gaub, J. 

Moorbstown Bishop, W. 

Morristown Pitney, F. V. 



Jersey City. . . 



Newark. 



New Brunswick . . . { ^^fc.H. 
New Milford Spaulding, G. R. 

Baldwin, H. B. 

Denman, A. R. 

Rosentretter, H. 

Sanzenbacher, G. 

Scholz, R. O. 

Sherrerd, M. R. 

Nutley Pratt, G. H. 

Passaic Hopper, W. C 

f Cook, J. H. 

Paterson \ Cuddeback, A. W. 

{ Edwards, W. R. 

Perth Amboy Mason, S. J. 

Phillipsburg Corr, A. S. 

P— ..{wfsonl-K. 

Pleasantville Herr, J. O.. 

Princeton Eldridge, H. D. 

RlDGEWOOD {phelps^KB. 

Riverton Buck, W. H_ 

Roselle Park Crane, A. M. 

f Bassett, C. P. 

S™*it feball/F.a 

[ McMane, W. I. 

Trenton Daggett, F. W. 

Upper Montclair. . . .Goodell, J. M. 

f French, D. W. 
Weehawken \ Miller, E. E. 

[ Parker, C. B. 
Woodbridge Mundy, A. 



corporate 



Camden Stockton Water Co., The 

Dover Dover Water Comnrs. 

East Orange. . .East Orange Board of Water Commissioners. 

Millville Millville Water Company. 

Trenton Trenton Water Works. 
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ASSOCIATE 

Ampere Lock Joint Pipe Co. 

Camden Camden Iron Works 

East Obanqb Smith Mfg. Co., The A. P. 

Jersey City. . . . Dixon Crucible Co., Joseph 

Newark Gamon Meter Co. 

Nutlet N. Y. Cont. Jewell Filt. Co. 

Trenton DeLaval Steam Turbine Co. 

NEW MEXICO: Corporate 2; Total 2 

CORPORATE 

Deming . . . .United Land & Water Co. 
East Las Vegas Agua Pura Co. 

NEW YORK: Active 195; Corporate 14; Associate 46; Total 255 



Chase, E. S. 

Greenalch, W. 
Albany { Horton, T. 

Schwartz, F. W. 
[ Suter, R. 

Amsterdam Dwyer, C. 

Auburn Ackerman, J. W . 

Avon Clark, W. H. 

Batavia Carmichael, I. J. 

Bay Shore Sands, C. G. 

Bellmore _. Johnson, P. 

Brockport. . . '. Ross, C. H. 

' Aeryns, A. N. 

Hale, F. E. 

Hendrick, W. M. 
Brooklyn } Lobo, C. 

Lott, E. H. 

Metcalf, J. T. 

Shepperd, F. W. 

f Andrews, G. C. 
Bassett, G. B. 

Buffalo Huy, H. F. 

Spire, L. S. 
Wagner, H. F. 

Canadaigua Douglas, R. E. 

Cedarhurst Lord, F. B. 

Corning Drake, W. O. 

Cortland Maxon, G. T. 

Douglaston Brooks, J. N. 

East Rochester Babcock, G. H. 

Elmhurst Budelman, G. A. 

Elmira Jones, H. F. 

f Bettes, C. R. 
Far Rockaway ■ Durland, S. N. 

[ Stearns, H. P. 

Geneseo Meeker, G. R. 

f Orr A 
Gloversvillb [ vroom'an, M. 

Herkimer Clark, A. T. 

Hudson Longley, F. J. 



Ithaca / Chamot, E. M. 

1THACA \ Georgia, F. R. 

Jamestown Hapgood, L. P. 

Kingston Harrison, J. H. 

Long Beach Carstein, L. W. F. 

Manhasset Hoag, P. L. 

Merrick Spear, W. E. 

m-kibco {%$£££■ 

f Kendall, T. R. 

Mt. Vernon ] Tolles, F. C. 

[ Wolbert, H. E. 
New Rochelle Kemble, F. T. 

Andrews, R. E. 

Applebaum, S. B. 

Baker, M. N. 

Baldwin, H. deF. 

Barnes, T. H. 

Beyer, A. H. 

Biggs, G. W. 

Blanchard, R. K. 

Blossom, F. 

Bogart, J. 

Bowles, J. T. B. 

Brightman, H. I. 

Brown, R. H. 

Brush. W. W. 

Bull, I. C. 

Buttennheim, H. S. 

Calvo, A. R. 

Cleverdon, W. S. L. 

Cole, E. S. 

Collins, P. O. 

Corbin, H. K. 

Coulter, W. S. 

Cummins, T. C. 

Dennett, R. C. 

deVarona, I. M. 

Diven, J. M. 

Diven, J. M., Jr. 
[ Doman, J. 



NewYork 
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New York 



f Donaldson, W. 
Donnelly, R. V. 
Drew, J. A. 
Duggan, T. R. 
Dunham, H. F. 
Everett, C. M. 
Ferguson, S. F. 
Flinn, A. D. 
Folwell, A. P. 
Fuertes, J. H. 
Fuller, G. W. 
Goebel, L. H. 
Goldsmith, C. 
Gould, J. W. DuB. 
Griswold, F. M. 
Gubelman, F. J. 
Hansen, A. E. 
Hazen, A. 
Hering, R. 
Hill, N. S. 
Hoagland, I. G. 
Hodgman, B. B. 
HoSmaster, G. E. 
Hogeland, A. W. 
Hone, F. deP. 
Hulett, M. 
Jackson, D. D. 
Jacobs, S. W. 
Johnson, G. A. 
Johnstone, A. M. E. 
Kapoustine, T. N. 
Kienle, J. A. 
Kilpatrick, J. D. 
Klein, W. I. 
Klingberg, W. 
Knox, S. K. 
Kriegsheim, H. 
Ledden, E. M. 
Longley, F. F. 
McCarthy, D. B. 
McClintock, J. R. 
McKim, R. A. 
Machen, H. B. 
Manahan, E. G. 
Nelson, F. B. 
O'Meara, R. J. 
Orchard, W. J. 
Pirnie, M. 
Potter, A. 
Potts, C. 
Provost, A. J. 
Purdy, J. H. 
Rodman, G. E. 
Smith, J. W. 
Smith, M. H. 
Stevens, H. C. 
Taber, G. A. 
Tribus, L. L. 
Tuttle, A. S. 



New York ■ 



Niagara Falls. . . 



Rochester. 



Vermeule, C. C. 

Walradt, A. E. 

Wells, G. M. 

West, F. D. 

Wigley, C. G. 

Wyckoff, C. R. 

Newark Scarth, S. 

Newburgh Gilchrist, C. B. 

/ Dignan, R. T. 
\ Furey, J. J. 

No. Tonowanda Batt, J. B. 

Norwich Ames, C. F. 

Ogdensbtjrg Lord, C. H. 

Ossining Bedell, J. 

Potjghkeepsie Sylvester, E. W. 

Rensselaer Hinkley, R. L. 

Richmond Hill. . . . Vertefeulle, J. A. 

Amos, J. F. 
Bliven, G. H. 
Cripps, G. E. 
Fisher, E. A. 
Hopkins, C. C. 
Little, B. C. 
Matthews, I. E. 
Wells, J. P. 

Rome Armstrong, R- 

Schenectab. {^ntf.-N. 

Stapleton Volkhardt, W. 

' Apps, W. J. 
Booth, W. M. 
Daw, L. 

Hodgkins, H. C. 
. Smith, E. I. 
Caird, J. M. 
Caldwell, J. H. 
Clifton, C. E. 
Eglof, J. H. 
Knickerbacker, J. 
. Mason, W. P. 

Tuppeb Lake Bruce, T. E. 

f Beck, F. E. 
I Hopkins, F. C. 

Utica ^ Reagan, J. F. 

I Sherman, R. U. 
[ Sherman, R. W. 

Voorheesville Horton, R. E 

Wappingers Falls 

Whitehouse. 0. M. 

Waterpord Curran, H. C. 

Waterloo Kinney, H. C. 

Watervliex {ffi ng G c. R s. 

Woodhaven Luce, F. H. 

YO-ERS {^SarE^ 



Syracuse , 



Trot. 
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CORPORATE 

Amsterdam City of Amsterdam 

Auburn Auburn Water Dept. 

Buffalo Western New York Water Co. 

Corning Corning Water Works. 

Elmhurst. Citizens Water Supply Co. 

Elmira Elmira Water Board 

Glens Falls Board of Water Comnrs. 

Manhasset Manhasset-Lakeville Water Dist. 

NT-™ Vr.r.»- / American Water Works & Elect. Co. , Inc. 

NEW YORK. . | Urban Water Supply Co _ 

Owego Owego Water Works Co. 

Sidney Sidney Water Works Co. 

Suffern Suffern Water Commissioners 

Watertown Watertown Water Works 



ASSOCIATE 

B — {SSSfiSco. 

f Buffalo Meter Co. 

Buffalo \ Flexible Armored Hose Co. 

( Taylor Co., W. P. 
!?.„.„. / Kennedy Valve Mfg. Co., The 

Elmiba \ Wyckoff & Sons Co , A. 

Long Island City Irving Iron Works Co. 

' Alberger Pump Co. 

American City 

Arnold, Hoffman & Co. 

Central Foundry Co. 

East Jersey Pipe Co., The 

Electro Bleaching Gas Co. 

El Ingeniero y Contratista 

Engineering News-Record 

Fire and Water Engineering 

Fox & Co., John 

Gillespie, T. A. 

Kalbfleisch Corporation 

Kellogg & Co., E. H. 

Lockwood, H. S. 
New York . . \ Maritimo Coating Corp. 

Municipal Journal 

National Meter Co. 

National Water Main Cleaning Co. 

Neptune Meter Co. 

Pacific Flush Tank Co. 

Permutit Co., The 

Pitometer Co., The 

Sanitation Corporation 

S. E. T. Valve & Hydrant Co. 

United Lead Co. 

United States Rubber Co. 

Wallace & Tiernan Co. 

Warren Foundry & Machine Co. 

Water Works Equipment Co. 
{ Worthington Pump & Machinery Co. 

Newburgh Coldwell-Wilcox Co. 

Palmyra Garlock Packing Co. 

Seneca Falls Gould, Norman J.. Prest. 
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f Gurley,W. and L. E. 
I Ludlow Valve Mfg. Co. 

] Rensselaer Valve Co. 

[ Ross Valve Mfg. Co., Inc. 
Watbrpord Eddy Valve Mfg. Co. 



Troy. 



NORTH CAROLINA: Active 16; Total 16 

ACTIVE 



n„ . „, «™™ / Booker, W. H. 

Charlotte { Vest W. E. 

Concord Fisher, L. A. 

rw„„.„ /Michie, J. C. 

DtJRHAM 1 White, G. C. 

Eagle Springs Maurice, G. H. 

f Lewis, R. E. 

\Simonds,F.W. 



Elizabeth City... 



Goldsboro Grantham, C. M. 

Greensboro Foushee, J. G. 

Greenville Allen, H. L. 

Raleigh Bain, E. B. 

Salisbury Neave, J. W. 

w,..,Tx,^ m ^„ • • / Catlett, G. F. 

Wilmington { M affitt, McK. 

Winston-Salem Ludlow, J. L. 



NORTH DAKOTA: Active 5; Honorary, 1: Total 6 

active 

Bismarck Atkinson, T. R. Grand Forks Smith, J. J. 

Fargo Jacobson, R. T. South Fargo Anders, F. L. 

Grafton Smith, K. H. 

honorary 
Bismarck Caulfield, J. 

OHIO: Active 42; Corporate 5; Associate 8; Total 55 



ACTIVE 



Cincinnati. 



Cleveland. 



Columbus. 



Boeh, W. H. 
Hauser, S. J. 
Hill, J. W. 
Miller, C. N. 
Streeter, H. W. 
, Wagenhals, H. H. 
Beardsley, J. C. 
Gochnauer, H. W. 
Heffelfinger, J. M. 
Levy, A. G. 
Quayle, L. A. 
Schulz, C. F. 

Bradbury, E. G. 
Burgess. P. 
Dittoe, W. H. 
Eno, F. H. 
Hoover, C. P. 
McAlpine, A. H. 
Martin, J. C. 
O'Shaughnessy, J. 
. Richards, A. 



r. „ „„ /Roberts, E. I. 

CoLUMBUS {Waring, F. H. 

n . „ ,„ f Barlow, J. E. 

Dayton \Wight,H.C. 

Delaware Wiles, C. W. 

Dennison Romig, C. O. 

Freemont Mohler, B. M. 

Kent Messer, S. F. 

London Fisher, E. P. 

Lorain Brown, C. A. 

Massillon Inman, A. W. 

Newark Kussmaul, T. 

Shelby Bricker, R. P. 

Simons Britton, G. 

Tiffin Wetter, C. H. 

[Brown, C. S. 

I Champe, G. 

Toledo {Clark, W. G. 

Rhynus, C. P. 

[ Sherman, W. J. 
Xenia Cooper, G. F. 



corporate 



Akron Akron City Water Works 

Lorain Lorain Water Works 

Marion Marion Water Works 

v ,„„„„,„„ S Mahoning Valley Water Co. 

Youngstown. . | Youngstown City Water Department 
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ASSOCIATE 

C Bourbon Copper & Brass Works 

Cincinnati . . ■ Jarecki Chemical Co. 

McGowan Co., The John H. 

f Central Brass Mfg. Co., The 

r<.~™, .„„ J Farnan Brass Works Co., The 
Cleveland < n,..., »«_ n~ ' 



] Glauber Brass Mfg. Co. 

I" " — - 



United Brass Mfg. Co. 
Dayton .' Piatt Iron Works Co. 



OKLAHOMA: Active 1; Total 1 

ACT ITU 

B artles ville Brua, E. G. 

OREGON: Active 3; Corporate 1; Total 4 

ACTIVE 

Hillsboro Gates, H. V. Portland 1 WiHard E C 

corporate 
Portland Dept. of Public Utilities 

PENNSYLVANIA: Active 112; Corporate 9; Associate 23; Total 144 



Altoona Campbell, C. B. 

Ambler Devine, W. J. 

Aspinwall Drake, C. F. 

Bala Ramsey, W. H. C. 

Berwick Hicks, J. S. 

Bethlehem Watters, G. L. 

Brookville Sayer, F. D. 

Bucks Hill FALLS..Thompson, C. N. 

Carlisle Faller, C. 

Chambersburg McGrath, F. R. 

r>„™=,™„ / Champion, R. B. 

Chester \Whitlock,A. N. 

Clearfield Nevling, J. B. 

Columbia Meyers, A. H. 

Cooperstown Crawford, H. C. 

Corrt Brown, R. W. 

Darby Boyle, E. C. 

Doylestown Bishop, W. 

East Pittsburgh Holmes, A. G. 

Easton Rader, R. P. 

„„„ J Dunwoody, J. H. 

EwE \Gensheimer,G.C. 

Florin Nissly, E. L. 

Germantown Corin, M. F. 

Greensburg Smith, L. B. 

f Craig, R. H. 

Crane, J. L. 

Daniels, F. E. 

Emerson, C. A. 

Irwin, R. E. 

Knisely, J. H. 



Harrisburg > 



Hazleton McGechen, D. J 

t„™„™«,„„ fCrichton, A. B. 

Johnstown ( W atkins,T. 

Lancaster Will, C. K. 

Lehighton West, G. M. 

Lewiston Cooper, S. W. 

McKeespobt Trax, E. C. 

Meadville Ellsworth, H. 

Monessen McCabe, H. D. 

MONONGAHELA Nutt, J. A. 

Mount Union Bergan, P. H. 

Muncy Thompson, W. H. 

New Castle Russell, C. A. 

Norristown Jackson, R. A. 

North East Leet, J. N. 

Oil City Welker, J. E. 

Bartlett, N. E. 

Bean, G. L. 

Birkinbine, C P. 

Boardman, W. H. 

Buerger, C. B. 

Davis, C. E. 

Dunlap, F. C. 

Durst, J. A. 

Grayson, T. J. 

Gushee, E. G. 

Haydock, C. 

Kneen.A. H. 

Ledoux, J. W. 

Lightfoot, J. C. 

Manz, L. C. 



Philadelphia. , 
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Philadelphia. . . 



Pittsburgh. 



Nichols, E. M. 

Russell, N. F. S. 

Saunders, W. E. 

Siddons, J. V. S. 

Stone, R. D. 

Suttle, C. B. 
J Tarr, H. G. H. 

Tolson, A. 

Trautwine, J. C. 

Van Loan, S. M. 

Walker, I. 

Wood, E. R., Jr. 
I Wood, W. 

Baton, W.U. C. 

Buka, S. 

Chester, J. N. 

Finley, C. A. 

Hopkins, N. F. 

Hudson, L. 

Knowles, M. 
< Leopold, F. B. 

Mellon, T. A. 

Rees, S. P. 

Scharff, M. R. 

Shepherd, A. B. 
. Taylor, S. A. 



Pottsvillb Pollard, W. D- 

f Felix, G. H. 

r.^,„„ Heller. F. P. 

Reading Nuebling, E. L. 

( Wells, E. K. 

Canton.... {Tayio^G.-R. 

Shamokin McWilliams, C. Q. 

State College ....{ *g££ £• & 

Sunbury Rohrbach, W. R. 

Wayne Pugh, M. R. 

Wilkes-Barre Lance, J. H. 

f Fox, C. L. 
Wilkinsbtjrg \ Clark, A. E. 

[ Hawley, W. C. 



f Keliher, T. 

r 



Williamspout •{ Krause, M. C. 

[ Wilhelm, E. G. 

Willow Grove Goentner, W. B. 

Womblsdorp Filbert, W. D. 

f Graff, C. W. 
York { Graff, G. W. 

1 Kable, E. P. 



CORPORATE 

Eagles Mere Eagles Mere Water Co. 

Easton South Easton Water Co. 

Erie Erie Commissioners of Water Works 

Milton White Deer Mountain Water Co. 

Mount Carmel Mount Carmel Water Co. 

Reading Bureau of Water 

Scranton Scranton Gas & Water Co. 

Verona Suburban Water Co., The 

Willi amsport ■ Williamsport Water Co. 

associate 

Berwick Multiplex Mfg. Co. 

Bradford Dresser Mfg. Co., S. It. 

East Pittsburgh Pittsburgh Meter Co. 

Emaus Donaldson Iron Co. 

Erie Hays Mfg. Co. 

Linfield Sanitary Co. of America, The 

f American Manganese Bronze Co. 
American Pipe & Construction Co., The 
Lamer, Chester W., Prest. 
Leadite Co., The 
Lennig & Co., Charles, Inc. 
Pennsylvania Salt Mfg. Co., The 
Roberts, Charles V., Prest. 
Schram & Son, Chris. D. 
Simplex Valve & Meter Co. 
United States Cast Iron Pipe & Foundry Co. 
Wood & Co., R. D. 

f Dravo-Doyle Co. 
Pittsburgh-Des Moines Steel Co.. 

Pittsburgh \ Pittsburgh Filter Mfg. Co. 

Pittsburgh Testing Laboratory 
v Woods, Floyd F., Sales Mgr. 
Williamsport Darling Valve & Mfg. Co., The 



Philadelphia . 
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RHODE ISLAND: Active 1; Associate 1; Total 2 

ACTIVE 

Bristol Jones, J. M. 

ASSOCIATE 

Providence. .Builders' Iron Foundry Co. 
SOUTH CAROLINA: Active 5; Corporate 1; Total 6 

ACTIVE 

Columbia Wyse, F. C. Spartanburg ( ggf f'^' 

Greenwood Cothran, T. W. Union Easterling, R. A. 

CORPORATE 

Charleston Comnrs. of Public Works 

SOUTH DAKOTA: Active 1; Total 1 

ACTIVE 

Sioux Falls Connor, F. J. 

TENNESSEE: Active 10; Corporate 2; Associate 3; Total 15 

ACTIVE 

_ • f Knight, G. W. Maryville Huston, R. C. 

Chattanooga j Lofton, H. M. Memphis Stromquist, W. G. 

Dtersburg Blakeman, S. R. f Ahearn, J. T. 

Fountain City Murphy, A. R. Nashville Reyer, G. 

Knoxville Switzer, J. A. [ Treanor, P. W. 

corporate 

Columbia Columbia Water & Light Co. 

Memphis. . .Memphis Artesian Water Dept. 

ASSOCIATE 

Chattanooga Columbian Iron Works 

Knoxville Savage Co., W. J. 

Memphis Layne & Bowler Co. 

TEXAS: Active 7; Corporate 2; Total 9 

ACTIVE 

Cuerto Johnson, H. E. Houston Martin, A. M. 

n f Elrod, H. E. Port Arthur Ridley, C. E. 

1JALLAS \ Rosenthal, H. San Antonio Harding, R. J. 

Fort Worth Eldredge, G. 

corporate 

Temple Temple Water Works 

Waco Waco Water Works 

UTAH: Active 2; Total 2 

active 

Salt Lake City.... {gjSftgtf 
VERMONT: Active 2; Total 2 

ACTIVE 

Bennington Ayres, J. H. 

Burlington Moat, C. P. 
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VIRGINIA: Active 15; Corporate 3; Associate 2; Total 20 

ACTIVE 

Charlottesville Carter, C. D. T« nr ,„ n , _ / Bliven, C. H. 

City Point Warner, W. S. 1NOB ™ K \ Taylor, W. H., Jr. 

Danville Talbott, F. p„, TERSRI7RO /Bernhagen, L. O. 

E. Falls Church Hough, L. C. ^ TEKSB ^ R • | Bunting, P. G. 

Lynchburg Perrow, M. G. f Boiling, C. E. 

Newport NTirwa / Livezey, W. B. BTrHMONn i Claiborne, H. A. 

NEWPORT JNEWS . . | Manvi | le) F . D . RICHMOND < j-,^ E g 

[Messer, R. 

CORPORATE 

Alexandria Alexandria Water Co. 

Fredericksburg City of Fredericksburg 

Roanoke Vinton-Roanoke Water Co. 

ASSOCIATE 

t -» T ™„™„ / Glamorgan Pipe & Foundry Co., The 
LTNCHBUBQ - • \ Lynchburg Foundry Co. 

WASHINGTON: Active 6; Corporate 1; Total 7 

ACTIVE 

Chelan Harper, L. V. rp_„„, f Everette, W. E. 

Hoquiam Heermans, H. C. iAC0MA { Roberts, W. J. 

Spokane Harding, G. Van Couver 1 MoRae, H. C. 

Barracks J ' 

CORPORATE 

Spokane Superintendent Water Division 

WEST VIRGINIA: Active 8; Total 8 

ACTIVE 

Bluefield, McCarthy, W. Charleston Wardle, A. N. 

f Davisson^ W. C. Clarksburg Highland, S. G. 

Charleston... 



Tisdale, E. S. Logan Bennett, C. 

Tolman, M. Moundsville Hetzer, M. 

WISCONSIN: Active 20; Corporate 2; Associate 3; Total 25 

ACTIVE 

Ashland Wheeler, S. f Hatton, T. C. 

Beloit. . . Lyons, B. F. M ATTKEF J Murphy, F. J. 

Kenosha Brennan, B. C. Mlt - WAUKEE - ■ • • Sando, W. J. 

{Bascom. G. R. [ Strothman, L. E. 

Mead, D. W. Monroe Gettings, M. T. 

Miller, W. E. South Milwaukee Neary, J. H. 

{ Benzenberg, G. H. gtJPERIOR / Lounsbury, W. C. 

Mrr w.„™,, J Bohmann, H. P. bOTBRiOR | winslow, W. H. 

Milwaukee ...A Engh| H > M Waukeshaw Hayford, B. B. 

[ Ferebee, J. L. West Allis Prochnow, H. A. 
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CORPORATE 

Fond dtj Lac City Water Dept. 

LaCrosse LaCrosse Board of Public Works 

ASSOCIATE 

Allis-Chalmers Mfg. Co. 
Badger Meter Mfg. Co. 
Richardson-Phenix Co., The 



Milwaukee. 



WYOMING: Active 3; Total 3 

ACTIVE 

Cheyenne Carlisle, C. C. Rock Springs 

Lusk Gray, R. F. 

CANADA: Active 59; Corporate 9; Associate, 2; Total 70 



.Bell, D. V. 



ACTIVE 



Brandon, Man Shaw, A. W. 

BRANTKORD,ONT....{f/ e ft er F - D W - L . 

Chatham, Ont Adams, F. P. 

Edmonton, Alta Owens, R. 

g-,ont {feH: H . 

Kitchener, Ont {SSSf%.0. 

Lindsay, Ont Hammond, W. H. 

t «»t~«*t ru™ / Hodkinson, T. 

London, Ont ( Moore, J. M. 

Macdonald College, Que., 

Stephen, C. 
Merriton, Ont Clark, R. 

Francis, W. J. 

Hunter, H. G. 

Laberge, F. C. 

Lea, R. S. 

Leclerc, P. 
Montreal, Que. -j Lesage, T. W. 

McCrady, MacH. 

Mercier, P.-E. 

Perry, W. 

Pitcher, F. H. 

Plamondon, A. 

Ross, R. A. 

Surveyor, A. 
NiaoaraFalls, ONT..{ w ^ r G b W. 



Ottawa, Ont. 



r McRae, J. B. 

J Macallum, A. F. 
1 MacDonald, W. E. 
[ Race, J. 

Perth, Ont Smith, R. J. 

Regina, Sask Mackey, I. M. 

St. Catharines, Ont Milne, A. 

Strathroy, Ont Smithrim, E. R. 

Angus, R. W. 

Chipman, W. 

Conway, G. R. G. 

Dallyn, F. A. 

Fellows, C. L. 

Gaby, F. A. 

Gorej W. 

Toronto.Ont. Se'lf^H. 

Mylrea, A. J. 

Randall, W. H. 

Routledge, G. G. 

Rust, C. H. 

Salmond, J. J. 

Storrie, W. 
[Wynne-Roberts, R. O. 

Walkbrville.Ont Brown, C. D. 

Welland, Ont Cooper, R. B. 

f Blair, McC. P. 

Wn™,M« l^-wV- 

( Stainton, H. 



corporate 

Brantpord, Ont Brantford Water Commissioners 

Galt, Ont Gait Water Commission 

London, Ont Public Utilities Commission 

Peterborough, Ont Peterborough Water Commission 

Preston, Ont Preston Light & Water Co. 

Sault Stb. Marie, Ont City Water & Light Co. 

St. Thomas, Ont St. Thomas Water Commissioners 

Waterloo, Ont Waterloo Water & Light Commission 

Winnipeg, Man Greater Winnipeg Water Dist. 
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ASSOCIATE 



Toronto, Ont Canadian Engineer, The 

Hamilton, Ont.. .. .Mussen, E.T., Mgr. 

FOREIGN: Active 46; Corporate 1; Associate 2; Honorary 1; Total 50 



ACTIVE 



ARGENTINA: 

B ahi a Blanca Anthony, C. 

f Figini, A. 

Buenos A IBE8 tevi^ 

[ Raffo, B. 

AUSTRALIA: 

f Hargreaves, J. 

Brisbane ] Henderson, J. B. 

[Peart, J. 

*™™--{S8&S?S. RL - 

Millbrook Bradley, E. J. 

Newcastle Ewing, J. 

North Stdnet Smith, C. W. 

v™,^ / Trethowan, H. C. 

Pbbth ( Saunders, F.W.T. 

BRAZIL: 
San Paulo Pedroso, A. M. 

CANAL ZONE: 
Balboa Heights. . . .Bunker, G. C. 
Gatun Enslow, L. H. 

CENTRAL AMERICA: 
SanSalvador Klein F. 

CHILE: 
Santiago Neut, George 

CHINA: 
Tientsin Tuckey, W. R. T. 

CUBA: 
tTav»kta I Cosculluela, J. A. 

UAVANA \ Montoulieu. H. J. 

Salamanca Hobby, A. S. 

DENMARK: 
Copenhagen Jarvis, A. C. 



ENGLAND: 

Bexhill-on-Sea King, C. P. 

Birmingham Dixon, F. J. 

t ™™%t S Cameron, A. P. 

LoNDON I Howland, R. E. 

FRANCE: 

Nancy Cavallier, C. 

HAWAII: 
Honolulu Murray, H. E. 

INDIA: 

Bombay Bhagwat, S. R. 

Calcutta Lawton, R. W. 

IRELAND: 
Wexford Wickham, J. T. 

JAPAN: 

Osaka Sawai, J. 

t~~™ / Inoue, S. 

ToKTO \Nishioeda,S. 

MEXICO: 

Guadalajara Blake, C. H. M. 

PHILLIPINE ISLANDS: 
Manila Gideon, A. 

RUSSIA: 

Moscow Simin, B. N. 

Petrograd Kontkorski, E. B. 

Zarskoe Selo Timinoff, V. E. 

SCOTLAND: 

Aberdeen Mitchell, G. 

Dalcross Mcintosh, W. 

STRAITS SETTLEMENTS: 
Singapore Tomlinson, S. 

TURKEY: 
Constantinople. . . .Woods, H. C. 



CORPORATE 

AUSTRALIA: 

Sydney. .Metropolitan Bd. of Water Sup. & Sewage 



SCOTLAND: 



JAPAN: 



ASSOCIATE 

Craigward McQuistan, A. N. 

Glasgow Stewarts & Lloyds 

HONORARY 

Tokyo Nakajima, Y. 



MEMBERSHIP BY STATES 

Dint. 

No. State Active 

5 Alabama 8 

6 Arizona 

5 Arkansas 1 l 

6 California 25 5 

6 Colorado 

Connecticut 

Delaware 

District of Columbia. . . 



Florida 

Georgia 

6 Idaho 

4 Illinois 

4 Indiana 

6 Iowa 

5 Kansas 

5 Kentucky 

5 Louisiana 

1 Maine , 

5 Maryland 

1 Massachusetts. . . 

1 Michigan 

6 Minnesota 

5 Mississippi 

5 Missouri 

6 Montana 

6 Nebraska 

6 Nevada 

1 New Hampshire. 

3 New Jersey 

6 New Mexico 

2 New York 

5 North Carolina. . 

6 North Dakota. . . 

4 Ohio 

5 Oklahoma 

6 Oregon 

3 Pennsylvania 

1 Rhode Island 

5 South Carolina... 

6 South Dakota 

5 Tennessee 

5 Texas 

6 Utah 



1 Vermont 

5 Virginia 

6 Washington 

5 West Virginia. 
1 Wisconsin 

6 Wyoming 

1 Canada 

6 Foreign 



3 

1 

25 

8 

21 

6 

8 

8 

12 

2 

95 

22 

42 

8 

12 

8 

18 

16 

40 

31 

36 

5 

31 

4 

7 

3 

67 

195 

16 
5 

42 
1 
3 
112 
1 
5 
1 

10 
7 
2 
2 

15 
6 
8 

20 
3 

59 

46 



Total 1106 

Last Report 1024 



Corporate Associate Honorary 



5 
2 

3 
1 

2 
1 
1 
6 
2 
14 



9 
1 

100 

91 



16 
3 
1 



46 



23 

1 



2 
2 

133 

121 



5 
5 



Total 
11 

3 

2 

31 

9 

24 

7 

8 

8 

12 

2 

115 

28 

47 

9 

17 

10 

18 

17 

46 

37 

40 

5 

36 

5 

9 

4 

1 

80 

2 

255 

16 

6 

55 

1 

4 

144 

2 

6 

1 

15 

9 

2 

2 

20 

7 

8 

25 

3 

70 

50 

1344 

1241 



Gain since April 1, 1919 82 



12 



103 



115 
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MEMBERSHIP BY DISTRICTS 



3 

1 Canada 59 

Connecticut 21 

Maine 18 

Massachusetts 40 

Michigan 31 

N. Hamphsire 

Rhode Island 1 

Vermont 2 

Wisconsin 20 

2 New York 195 

3 Delaware 6 

New Jersey 67 

Pennsylvania 112 

4 Illinois 95 

Indiana 22 

Ohio 42 

5 Alabama 8 

Arkansas 1 

Dist. Columbia 8 

Florida 8 

Georgia 12 

Kansas 8 

Kentucky 12 

Louisiana 8 

Maryland 16 

Mississippi 5 

Missouri 31 

No. Carolina 16 

Oklahoma 1 

So. Carolina 5 

Tennessee 10 

Texas 7 

Virginia 15 

W. Virginia 8 

6 Arizona... 3 

California 25 

Colorado 8 

Idaho 2 

Iowa 42 

Minnesota 36 



■8 

i 

9 

1 



"J 
2 
2 

6 

1 



14 46 

1 

6 7 
9 23 



16 
3 

8 



•3 8 

© ° 

ft 1 

70 

24 

18 

46 

37 

1 

2 

2 
25 192 



I 



•e 
I 



3 



7 
80 
144 185 

115 
28 
55 159 

11 
2 

8 

8 
12 

9 
17 
10 
17 

5 
36 
16 

1 

6 
15 

9 
20 

8 179 

3 

31 
9 
2 

47 
40 



18 15 



255 195 14 46 



15 31 



12 27 



225 
255 



231 



198 



21 9 1 210 
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MEMBERSHIP BY DISTRlCTSr-Continued 



s 

•<! 

Montana 4 

Nebraska 7 

Nevada 3 

New Mexico 

N.Dakota 5 

Oregon 3 

S.Dakota 1 

Utah 2 

Washington 6 

Wyoming 3 

Foreign .x. .. 46 



o 
1 
2 
1 
2 



■a 

G 



"3 



.8 
IS 



5 
9 
4 
2 
6 
4 
1 
2 
7 
3 
50 196 






20 



3 



4 225 



1106 100 133 5 1344 



